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1.0  EXECUTIVE  SUMMARY 


The  United  States  Department  of  Defense  (DoD)  is  faeed  with  the  task  of  remediating  many  sites 
eontaminated  with  a  variety  of  eompounds,  including  chlorinated  aromatic  hydrocarbon  (CAH) 
compounds.  When  a  contaminant  release  occurs,  these  compounds  may  be  present  in  the  geologic 
media  in  any  or  all  of  three  phases:  adsorbed  to  soils,  in  free-phase  form,  or  dissolved  in 
groundwater.  Of  the  three  phases,  dissolved  contaminants  in  the  groundwater  are  considered  to  be 
of  greatest  concern  because  of  the  risk  of  human  exposure  through  drinking  water;  primary  concerns 
for  sorbed  and  free-phase  contaminants  often  reside  with  their  potential  impact  to  groundwater. 
CAHs,  used  for  years  as  industrial  cleaners  and  degreasers,  comprise  some  of  the  most  common 
groundwater  contaminants  found  at  federal  installations;  chloroethenes  and  chloroethanes  are  among 
the  most  common  solvents.  The  United  States  Air  Force  (USAF)  uses  more  than  900  sites 
contaminated  with  chlorinated  solvents  in  excess  of  drinking-water  standards,  and  that  may  require 
cleanup.  Industry,  other  government  agencies,  and  up  to  85%  of  Superfund  sites  (United  States 
Environmental  Protection  Agency  [U.S.  EPA]  and  USAE,  1993)  face  similar  cleanup  situations. 

The  Environmental  Security  Technology  Certification  Program  (ESTCP)  supported  an  18-month 
field  study  to  investigate  the  cometabolic  air  sparging  (CAS)  process  at  McClellan  Air  Eorce  Base, 
California.  McClellan  APB  (McAPB)  was  selected  as  the  demonstration  site  for  a  variety  of 
reasons:  (1)  McAPB  has  significant  CAH  groundwater  contamination;  (2)  previous  studies 
supported  by  the  Air  Expeditionary  Porces  Technologies  Division  (APRE/MEQ),  Tyndall  APB, 
Plorida  demonstrated  that  indigenous  bacteria  at  McAPB  could  utilize  propane  as  a  growth  substrate 
and  support  cometabolic  CAH  degradation;  and  (3)  McAPB  is  a  member  of  the  Strategic 
Environmental  Research  and  Development  Plan  (SERDP)  National  Environmental  Technologies 
Test  Site  Program  (NETTS)  and  expressed  interest  in  this  technology. 

The  purpose  of  this  demonstration  was  to  evaluate  the  effectiveness  of  and  costs  associated  with 
CAS  for  removal  of  CAHs  from  groundwater.  The  demonstration  will  serve  to  disseminate  new 
information  about  air  sparging  to  assist  DoD  environmental  managers  with  the  task  of  evaluating 
remedial  proposals  for  CAH  contaminants.  The  following  lists  specific  project  objectives: 

•  Evaluate  subsurface  oxygen  and  growth  substrate  (i.e.,  propane)  distributions 

•  Determine  growth  substrate  acclimation  requirements 

•  Determine  growth  substrate  and  oxygen  uptake  rates,  after  acclimation 

•  Evaluate  the  ability  of  indigenous  bacteria  to  degrade  different  CAH  compounds 

•  Predict  long-term  process  stability 

•  Estimate  CAS  costs  and  compare  costs  with  the  cost  of  traditional  air  sparging  or  pump  and 
treat  (P&T)  technologies. 

The  target  CAH  compounds  for  the  CAS  technology  included  a  variety  of  chlorinated  solvents, 
including  trichloroethylene  (TCP),  dichloroethylene  (DCE)  isomers,  vinyl  chloride  (VC),  and 
trichloroethane  (TCA)  and  lower  chlorinated  ethane  isomers.  The  regulatory  drivers  for  these 
environmental  contaminants  are  maximum  contaminant  levels  (MCEs)  governed  under  the  Safe 
Drinking  Water  Act  (42  U.S.C.  s/s  300f  et  seq.,  1974). 

As  with  traditional  air  sparging,  CAS  involves  air  injection  directly  into  the  aquifer.  However,  CAS 
is  unique  in  that  it  also  includes  the  addition  into  the  aquifer  of  a  gaseous  organic  growth  substrate 
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(growth  substrate)  to  promote  the  in  situ  eometabolie  degradation  of  CAH  eompounds.  A  CAS 
system  is  expeeted  to  be  lower  in  eost  and  duration  than  a  eomparable  P&T  system.  CAS  eosts  also 
are  expeeted  to  be  lower  than  eonventional  air  sparging,  but  the  eost  differenee  between  CAS  and 
air  sparging  is  relatively  small  and  may  be  site-speeifie. 

The  introduetion  of  propane,  methane,  or  butane  gases  with  the  sparged  air  stream  introduees  the 
potential  for  an  on-site  explosion.  Safety  eonsiderations  that  were  employed  for  this  demonstration 
ineluded  (1)  following  all  eodes  for  propane  use;  (2)  installing  flash  arrestors  in  all  gas-transport 
lines;  (3)  sending  the  growth  substrate  gas  and  air  to  the  saturated  zone  in  separate  lines,  where  they 
were  mixed  approximately  100  ft  bgs  in  a  10-ft  stainless  steel  sparge  well;  (4)  pressure  testing  all 
propane  (or  methane)  gas  lines  weekly  to  eheek  for  potential  leaks;  (5)  using  only  hard  pipe  for 
propane  lines;  and  (6)  feneing  the  site  to  exelude  unweleome  visitors.  Other  safety  eriteria  may  be 
required  on  a  site-speeifie  basis. 

At  the  MeAFB  demonstration  site,  two  test  plots  were  used  to  test  the  effieacy  of  CAS .  One  test  plot 
reeeived  propane  and  air,  to  stimulate  eometabolie  CAH  degradation,  and  the  other  reeeived  air  only, 
without  propane,  to  monitor  stripping  and  non-biologieal  losses.  CAS  was  shown  to  effeetively  treat 
groundwater  eontaminated  with  T CE  and  e-DCE  and  minor  amounts  of  1 , 1  -DCE,  1 , 1  -diehloroethane 
(1,1-DCA),  and  ehloroform  (CE).  Eor  detailed  results,  the  reader  is  referred  to  the  aeeompanying 
Einal  Report  (Battelle  2001);  this  seetion  summarizes  the  results  of  the  Einal  Report. 

CAS  was  applied  to  one  sparge  well  in  an  aetive  plot  at  the  site,  whereas  air  sparging  only  was 
applied  to  a  parallel  eontrol  plot  without  the  addition  of  propane.  Both  plots  had  six  multilevel 
groundwater  and  soil-gas  monitoring  points.  Eaeh  multilevel  well  had  two  groundwater  monitoring 
wells  sereened  113  and  117  ft  below  ground  surface  (bgs),  and  four  soil-gas  monitoring  points 
screened  at  30,  85,  95,  and  105  ft  bgs.  The  monitoring  approach  permitted  detailed  and  careful 
monitoring  of  growth  substrate  degradation  and  CAH  eometabolie  degradation  in  the  saturated  and 
vadose  zones. 

In  the  saturated  zone,  CAH  concentrations  approached  or  fell  below  MCEs  where  they  were 
maintained  for  long  periods  (more  than  200  days)  of  continuous  operation.  In  the  active  zone,  CAH 
removal  was  closely  attributed  to  propane  degradation  and  cometabolism.  However,  CAH 
volatilization,  observed  in  the  control  zone,  also  contributed  to  CAH  removal.  Volatilization 
occurred  more  slowly,  and  steady-state  CAH  concentrations  were  reached  faster  in  the  control  zone 
than  in  the  active  zone. 

Because  CAH  compounds  volatilize  into  the  vadose  zone,  vadose  zone  CAH  degradation  could 
contribute  to  the  success  of  the  CAS  technology.  At  the  McAEB  site,  for  the  >500  day  operating 
period,  propane  degradation  was  not  observed  in  the  saturated  zone,  and  no  CAH  cometabolism 
through  propane  degradation  was  observed.  These  results  suggested  that  propane-degrading  bacteria 
could  not  be  stimulated  for  growth  in  the  vadose  zone  under  the  operating  conditions  used  for  this 
demonstration.  A  possible  nutrient  limitation  could  have  been  nitrogen  in  the  vadose  zone; 
microcosm  and  field  results  showed  that  propane  degradation  slowed  or  stopped  entirely  when 
nitrogen  in  the  form  of  nitrate  was  not  present  (Battelle,  2001). 

Researchers  at  the  U.S.  EPA  National  Risk  Management  Research  Eaboratory  (NRMRL), 
Cincinnati,  OH,  have  effectively  demonstrated  the  eometabolie  bioventing  process  using  propane 
as  the  eometabolie  growth  substrate,  for  vadose  zone  soils  at  Dover  Air  Eorce  Base  (AEB)  (Sayles, 
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2000).  At  Dover  AFB,  propane  uptake  was  rapid,  and  TCE  concentrations  were  relatively  low, 
typically  only  about  1  parts  per  million  by  volume  (ppmv)  with  a  few  hits  up  to  20  ppmv.  These 
reported  results  suggest  that  cometabolic  C  AH  degradation  using  propane  degraders  also  is  possible, 
but  that  the  ability  to  stimulate  propane-degrading  activity  appears  to  be  site-specific. 

At  the  end  of  the  McAFB  study,  methane  was  substituted  for  propane.  Methane  was  rapidly 
degraded  in  the  soil-gas  monitoring  points  where  it  was  detected.  In  two  of  the  six  deepest 
active-plot  monitoring  points,  the  first  signs  of  propane  degradation  immediately  followed  methane 
degradation.  The  immediate  degradation  of  propane  to  non-detectable  levels  following  methane 
degradation  came  as  a  surprise,  and  suggested  that  either  methane  stimulated  the  direct  degradation 
of  propane  or  that  propane  was  degraded  cometabolically  by  the  growth  of  methanotrophs  in  the 
vadose  zone. 

TCE  concentrations  in  soil  gas  point  SG-Cl-95  (95  ft  bgs)  remained  very  stable,  while  c-DCE 
concentrations  showed  decreasing  concentrations  between  Days  510  and  590,  after  methane  was 
introduced  into  the  aquifer.  Much  more  significant  decreases  in  both  TCE  and  c-DCE 
concentrations  were  observed  in  soil-gas  monitoring  point  SG-C3-95  (95  ft  bgs),  in  which 
concentrations  were  below  detection  limits  for  both  compounds  by  the  time  of  the  last  sampling 
event  (Day  590).  SG-C3-95  was  the  only  soil-gas  monitoring  point  that  showed  complete  CAH 
removal  with  the  introduction  of  methane  into  the  sparge  gas. 

The  fact  that  propane  and  CAHs  disappeared  in  SG-C3-95  strongly  suggests  that  the  CAHs  were 
degraded  cometabolically  by  methanotrophs  (or  propane-degrading  bacteria  if  propane  was  not 
cometabolically  degraded)  in  the  vicinity  of  this  soil-gas  monitoring  point.  It  is  possible  that  clean 
soil  gas  migrated  into  the  area,  thereby  displacing  the  CAHs  in  the  vadose  zone  near  SG-C3-95; 
however,  the  stable  concentrations  monitored  in  virtually  all  the  deep  soil-gas  monitoring  points  for 
over  500  days  suggests  that  the  CAHs  did  not  disappear  through  displacement  alone,  and  that 
biodegradation  likely  played  a  major  role  in  their  disappearance.  Eimited  time  did  not  permit 
confirmation  of  these  results,  nor  did  it  permit  the  continued  methane  addition  and  monitoring  to 
promote  CAH  cometabolism  near  the  other  soil-gas  monitoring  points.  Thus,  it  was  not  possible  to 
confirm  whether  CAH  cometabolism  would  have  ensued  after  repeated  methane  addition. 

These  results  suggest  that  cometabolic  CAH  degradation  in  the  saturated  and  vadose  zones  could 
be  achieved,  although  multiple  growth  substrates  may  be  required  for  different  treatment  zones. 
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2.0 


TECHNOLOGY  DESCRIPTION 


2. 1  TECHNOLOGY  DEVELOPMENT  AND  APPLICATION 

Air  sparging  is  the  process  of  injecting  clean  air  directly  into  an  aquifer  for  remediation  of 
contaminated  groundwater.  In  situ  air  sparging  (IAS)  is  used  to  remediate  groundwater  through  a 
combination  of  volatilization  and  enhanced  biodegradation  of  contaminants.  The  induced  air 
transport  through  the  groundwater  removes  the  more  volatile  and  less  soluble  contaminants  by 
physical  stripping,  and  increased  oxygen  availability  in  the  groundwater  stimulates  increased 
biological  activity.  Soil  vapor  extraction  (SVE)  may  be  combined  with  air  sparging  to  control 
vapors  emitted  during  the  sparging  process,  particularly  for  CAH-contaminated  sites. 

CAS  is  an  innovative  form  of  conventional  air  sparging  designed  to  remediate  CAH-contaminated 
groundwater  and  to  reduce  off-gas  CAH  emissions.  As  with  traditional  air  sparging,  CAS  also 
involves  air  injection  directly  into  the  aquifer.  However,  CAS  is  unique  in  that  it  also  includes  the 
addition  into  the  aquifer  of  a  gaseous  organic  growth  substrate  (growth  substrate)  to  promote  the  in 
situ  cometabolic  degradation  of  CAH  compounds. 

2.1.1  Technology  Background,  Development,  Function,  and  Intended  Use 

CAS  was  developed  as  an  extension  of  conventional  air  sparging  to  remediate  groundwater 
contaminated  with  chlorinated  solvents  that  are  otherwise  recalcitrant  to  aerobic  degradation. 
Numerous  studies  have  shown  that  various  chlorinated  solvents  can  be  degraded  cometabolically 
under  aerobic  conditions,  by  propane-,  butane-,  or  methane-degrading  bacteria.  The  CAS  concept 
combined  the  knowledge  of  cometabolic  degradation  using  bacteria  that  grow  on  these  gaseous 
substrates  with  the  more  conventional  air  sparging  approach. 

2.1.2  Systems  to  Which  the  Technology  is  Applicable 

The  CAS  technology  is  applicable  to  sites  where  groundwater  is  contaminated  with  chlorinated 
solvents  that  are  known  to  be  degraded  cometabolically  using  butane,  propane,  or  methane  as 
primary  growth  substrates.  The  technology  is  limited  to  sites  where  air  sparging  would  otherwise 
be  considered  an  acceptable  approach,  but  whose  contaminants  cannot  be  degraded  as  primary 
growth  substrates  and  can  only  be  degraded  cometabolically.  Target  contaminants  would  include 
lower  chlorinated  ethenes  (TCE,  DCE  isomers,  and  VC)  and  lower  chlorinated  ethanes  (TCA  and 
DCA  isomers).  The  technology  is  not  applicable  to  sites  contaminated  with  compounds  that  are 
recalcitrant  to  aerobic  cometabolism,  such  as  perchloroethylene  (PCE)  and  carbon  tetrachloride. 

2.1.3  Target  Contaminant($) 

Target  contaminants  are  identified  in  included  lower  chlorinated  ethenes  (TCE,  DCE  isomers,  and 
VC)  and  lower  chlorinated  ethanes  (TCA  and  DCA  isomers).  Please  refer  to  Section  2.2.4,  which 
discusses  Regulatory  Drivers. 
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2,1.4  Theory  of  Operation 


CAS  removes  eontaminants  from  saturated  soil  sediments  through  three  primary  removal 

meehanisms: 

1 .  Inereased  dissolved  oxygen  (DO)  plus  propane  introduction  supports  propane  degradation; 
growth  of  indigenous  propane-degrading  bacteria  results  in  the  subsequent  cometabolic 
degradation  of  CAHs. 

2 .  Increased  DO  enhances  in  situ  biodegradation  by  indigenous  microbes  of  contaminants  that 
can  be  used  as  substrates  for  energy  and  growth. 

3 .  Volatile  organic  compounds  (VOCs)  partition  into  the  vapor  phase  and  are  transported  to  the 
vadose  zone  in  the  air  stream  where  they  may  be  degraded  cometabolically,  captured  by  an 
SVE  system,  or  released  to  the  atmosphere,  depending  on  the  system  design,  the 
contaminant,  and  regulatory  requirements.  Significant  VOC  degradation  in  the  vadose  zone 
may  occur  for  VOCs  that  can  oxidized  aerobically,  such  as  benzene,  toluene,  ethylbenzene, 
and  xylenes  (BTEX).  Cometabolic  degradation  of  VOCs  also  may  occur  if  sufficient  growth 
substrate  is  present  in  the  vadose  zone  to  support  cometabolism,  and  if  the  growth  substrate 
itself  degrades  in  the  vadose  zone. 

The  relative  contribution  of  each  of  these  removal  mechanisms  is  dependent  on  site  characteristics, 

contaminant  type  and  concentration,  system  design,  and  operational  parameters. 

2.2  PROCESS  DESCRIPTION 


Conceptually,  CAS  is  a  simple  process  of 
injecting  a  gaseous  substrate  such  as  propane 
with  air  beneath  a  groundwater  table.  Eike 
conventional  air  sparging,  CAS  uses 
conventional  installation  techniques  and 
common  equipment  such  as  air  compressors, 
piping,  and  wells.  The  major  components  of  a 
typical  cometabolic  air  sparging  system  are 
shown  in  Eigure  1,  including  an  air  injection 
well,  an  air  compressor  or  blower  to  supply  air, 
monitoring  points  and  wells,  and  an  optional 
SVE  system. 

A  detailed  description  of  the  specific  system 
design  used  at  McAEB  can  be  found  in  the  Einal 
Report  for  this  study  (Battelle,  2001). 


Sparging  Process  Diagram, 
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2.2.1  Mobilization,  Installation,  and  Operational  Requirements 

Conceptually,  CAS  is  a  simple  proeess  of  injeeting  a  gaseous  substrate  sueh  as  propane  with  air 
beneath  a  groundwater  table.  Like  eonventional  air  sparging,  CAS  uses  eonventional  installation 
techniques  and  familiar  equipment  such  as  air  compressors,  piping,  and  wells.  The  major 
eomponents  of  a  typical  cometabolic  air  sparging  system  are  shown  in  Figure  1,  ineluding  an  air 
injeetion  well,  an  air  compressor  or  blower  to  supply  air,  monitoring  points  and  wells,  and  an 
optional  vapor  extraetion  system. 

The  air  injeetion  wells  generally  are  vertieal  and  are  sereened  at  depths  loeated  below  the 
eontamination  level.  The  wells  are  grouted  to  depths  below  the  water  table  to  prevent 
short-cireuiting  of  air  through  a  sand  pack  into  the  vadose  zone.  If  the  medium  is  homogenous  sand, 
the  airflow  will  be  relatively  uniform  around  the  air  injection  well,  resulting  in  good  mass  transfer. 
In  eontrast,  a  heterogeneous  medium  may  result  in  nonuniform  and  confining  airflow  thus  reducing 
air  sparging  effectiveness.  In  praetiee,  all  sites  have  some  degree  of  soil  heterogeneity  and 
nonuniform  airflow  is  eornmon.  The  practitioner  must  ensure  that  the  nonuniformity  of  airflow  is 
aeknowledged  and  aeeounted  for  in  the  system  design. 

Compressors  or  blowers  are  needed  to  supply  air  to  the  injeetion  wells.  The  seleetion  of  a 
eompressor  or  blower  depends  upon  site-speeifie  oharaeteristies  that  dietate  airflow  and  pressure 
requirements.  The  monitoring  points  and  related  equipment  are  needed  to  provide  information  on 
eompressor  airflow  rates  and  pressure,  and  eontaminant  eoneentrations  in  the  groundwater,  soil,  and 
effluent  air  stream  to  analyze  the  progress  of  the  remediation.  In  some  air  sparging  systems,  an 
optional  vapor  extraction  well  is  installed  to  transfer  eontaminated  vapor  from  the  vadose  zone  for 
treatment.  Blowers  require  approximately  30%  less  energy  than  eompressors  and  result  in 
approximately  50%  less  noise.  However,  blowers  have  mueh  less  eapaeity  than  eompressors  to 
overeome  strong  hydrostatie  pressures.  Consequently,  eompressors  are  more  suited  to  greater  depths 
and  tighter  formations  than  blowers. 

One  major  differenee  between  air  sparging  and  CAS  systems,  besides  the  addition  of  a  gaseous 
growth  substrate  to  the  sparge  gas,  is  the  enhaneed  design  to  promote  safety  and  to  reduee  the  risk 
of  explosive  hazards.  The  introduction  of  propane,  methane,  or  butane  gases  with  the  sparged  air 
stream  introduees  the  potential  for  an  on-site  explosion.  Safety  eonsiderations  that  were  employed 
for  this  demonstration  ineluded  ( 1 )  following  all  eodes  for  propane  use;  (2)  installing  flash  arrestors 
in  all  gas-transport  lines;  (3)  sending  the  growth  substrate  gas  and  air  to  the  saturated  zone  in 
separate  lines,  where  they  were  mixed  approximately  1 00  ft  bgs  in  a  1 0-ft  stainless  steel  sparge  well; 
(4)  pressure-testing  all  propane  (or  methane)  gas  lines  weekly  to  eheek  for  potential  leaks;  (5)  using 
only  hard  pipe  for  propane  lines;  and  (6)  feneing  the  site  to  exelude  unweleome  visitors.  Other 
safety  criteria  may  be  required  on  a  site-speeifie  basis. 

2.2.2  Key  Design  Criteria 

Key  design  eriteria  inelude  well  spaeing,  injeetion  rates,  propane  eonsumption,  monitoring 
requirements,  equipment  sizing,  and  treatment  duration.  The  following  eriteria  are  deseribed  for  a 
system  utilizing  propane  as  the  carbon  source  and  should  be  adjusted  aeeordingly  if  either  butane 
or  methane  gas  is  used  as  the  primary  growth  substrate. 
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Well  spacing  should  be  based  on  the  Air  Sparging  Design  Paradigm  (Leeson  et  al.,  2000). 

Injection  rates,  injection  frequency,  and  propane  requirements  should  be  based  on 
site-specific  pilot  studies  and  will  depend  on  the  rate  of  biological  propane  consumption. 
Unlike  conventional  air  sparging,  the  primary  goal  of  CAS  is  not  to  strip  contaminants  to  the 
vadose  zone;  rather,  it  is  to  promote  propane  and  contaminant  degradation  in  the  saturated 
zone. 


-  Injection  rates  should  be  as  low  as  possible,  while  maintaining  a  reasonable  zone  of 
influence.  Typical  air  sparging  injection  rates  range  from  5  to  20  standard  cubic  feet 
per  minute  (scfm).  Air  injection  rates  for  cometabolic  air  sparging  should  be  at  the 
lower  end  of  this  range  to  minimize  contaminant  volatilization. 

-  Sparging  with  propane  should  be  conducted  intermittently  to  allow  depletion  of 
propane  in  groundwater  between  sparge  events. 

-  Propane  should  be  added  at  a  concentration  of  1  to  4%  in  the  inj ection  air,  depending 
on  propane  utilization  rates.  The  stoichiometric  equivalent  propane  concentration 
to  20%  oxygen  in  air  is  4%.  Thus,  4%  is  the  maximum  proposed  propane 
concentration  to  prevent  anaerobic  conditions.  Lower  concentrations  ( 1  %  to  2%)  are 
recommended  to  minimize  microbial  competition  between  propane  and  the 
contaminant  of  interest. 

-  Post-treatment  monitoring  is  required  to  assess  the  potential  for  contaminant 
rebound. 

•  Equipment  such  as  air  compressors,  flow  meters,  and  pressure  gauges  should  be  sized 
according  to  site-specific  sparge  requirements. 

•  Monitoring  should  be  conducted  biweekly  to  monthly  for  the  first  six  months  to  verily  in  situ 
degradation  of  the  primary  growth  substrate  and  cometabolic  CAH  degradation.  Thereafter, 
monitoring  may  be  conducted  on  a  much  less  frequent  basis  to  verify  the  biologically  active 
system. 

2.2.3  Performance 

Technology  performance  is  based  on  achievement  of  site-specific  cleanup  goals  in  groundwater. 

In  the  case  of  this  study,  the  performance  goal  was  to  achieve  MCLs  for  groundwater  contaminants. 

2.2.4  Target  Regulatory  Standards  to  Be  Met  for  Cleanup  and  Site  Characterization 

The  target  CAH  compounds  for  the  CAS  technology  include  a  variety  of  chlorinated  solvents, 

including  TCE,  DCE  isomers,  VC,  and  TCA  and  lower  chlorinated  ethane  isomers.  The  regulatory 

drivers  for  these  environmental  contaminants  are  MCEs  (Table  1),  governed  under  the  Safe  Drinking 

Water  Act  (42  U.S.C.  s/s  300f  et  seq.,  1974). 
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Table  1.  Regulatory  Drivers  for  CAS  Target  Contaminants. 


Organic  Chemical 

MCL 

(mg/L) 

Potential  Health  Effects  from  Ingestion  of  Water 

T  etrachloroethene 

0.005 

Liver  problems;  increased  risk  of  cancer 

Trichloroethene 

0.005 

Liver  problems;  increased  risk  of  cancer 

1 , 1  -Dichloroethene 

0.007 

Liver  problems 

cis- 1 ,2-Dichloroethene 

0.07 

Liver  problems 

trans- 1 ,2-Dichloroethene 

0.1 

Liver  problems 

Vinyl  chloride 

0.002 

Increased  risk  of  cancer 

1 , 1 , 1  -T  richloroethane 

0.2 

Liver,  nervous  system,  or  circulatory  problems 

1 , 1 ,2-Trichloroethane 

0.005 

Liver,  kidney,  or  immune  system  problems 

1.2-Dichloroethane 

0.005 

Increased  risk  of  cancer 

Source:  http://www.epa.gOv/safewater/mcl.html#3  (accessed  December  2000). 


2.2.5  Personnel/Training  Requirements 

Tasks  associated  with  long-term  operation  of  a  CAS  system  are  relatively  simple  and  require 
minimal  operator  experienee.  A  field  technieian  capable  of  performing  weekly  systems  eheeks  to 
verify  flowrates  and  proper  operation  of  the  system  eompressor  is  suffieient.  Maintaining  the 
desired  ainpropane  ratio  throughout  the  operation  was  eondueted  routinely.  Compressors  will 
require  periodie  maintenance,  but  generally  ean  be  operated  for  several  years  before  replaeement 
is  neeessary. 

2.2.6  Health  and  Safety  Requirements 

Health  and  safety  requirements  are  stringent  when  applied  to  eometabolie  air  sparging  eompared  to 
just  air  sparging.  Propane  installation  and  on-site  storage  need  to  follow  loeal,  state,  and  federal 
regulations.  These  requirements  eould  inelude  plaeing  the  propane  tank  on  a  eonerete  pad,  installing 
eollision  posts  along  the  perimeter  of  the  pad,  using  hard  line  above  ground  piping  materials,  and 
enelosing  the  propane  tank  and  piping  in  a  fenee.  The  system  should  not  be  installed  near  any 
building  or  areas  of  heavy  pedestrian  or  automobile  traffic  so  the  potential  of  the  injeeted 
ainpropane  mixture  migrating  into  nearby  building  or  underground  utilities  is  limited.  The 
propane/air  sparge  well  should  be  buried  beneath  the  soil  to  reduee  the  chance  of  an  explosive  event. 
A  hydroearbon  analyzer  should  also  be  installed  to  eontinually  monitor  the  system  when  the  air  with 
the  propane  mixture  is  being  injeeted.  The  analyzer  should  be  eonneeted  to  a  shutdown  switeh,  so 
if  the  air  eompressor  fails  the  propane  will  shut  off. 

2.2.7  Ease  of  Operation 

In  general,  the  ease  of  use  of  the  CAS  teehnology  is  eomparable  to  that  of  eonventional  air  sparging. 
However,  as  indieated  in  Seetion  2.2.6,  speeial  preeautions  must  be  made  when  working  with  an 
explosive  gas  sueh  as  propane,  butane,  or  methane. 

Monitoring  the  CAS  teehnology  is  generally  similar  to  that  of  eonventional  air  sparging.  However, 
CAS  requires  teehnieal  knowledge  of  biologieal  proeesses  that  are  expeeted  to  oecur,  including 
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degradation  of  the  primary  growth  substrate,  oxygen  utilization  during  substrate  degradation,  and 
eometabolie  degradation  reaetions. 


2.3  PREVIOUS  TESTING  OF  THE  TECHNOLOGY 

Researehers  at  U.S.  EPA  NRMRL,  Cineinnati,  OH,  effeetively  demonstrated  the  eometabolie 
bioventing  proeess  using  propane  as  the  eometabolie  growth  substrate,  for  vadose  zone  soils  at 
Dover  AFB  (Sayles,  2000).  At  Dover  AFB,  propane  uptake  was  rapid,  and  TCE  eoneentrations 
were  relatively  low,  typieally  about  1  ppmv  with  a  few  samples  up  to  20  ppmv. 

When  eondueting  a  similar  study  at  Hill  AFB,  the  same  researehers  were  unable  to  stimulate 
propane  degradation  and  eometabolie  CAH  degradation  in  the  vadose  zone,  despite  successful 
microcosm  studies  that  demonstrated  propane  degradation  using  the  Hill  AFB  soils  (Sayles,  2000). 
One  significant  difference  between  Dover  AFB  and  Hill  AFB  conditions  was  the  CAH  concentration 
at  each  base.  Concentrations  at  Hill  AFB  were  around  1000  ppmv.  Using  Henry's  law,  1000  ppmv 
would  equate  to  approximately  300  mg/F  (solubility  is  approximately  1,100  mg/F).  Dr.  Sayles  and 
his  coworkers  speculate  that  their  inability  to  stimulate  propane  degradation  at  Hill  AFB  is  attributed 
to  the  high  TCE  concentrations  in  the  vadose  zone,  resulting  in  high  aqueous  phase  concentrations 
in  the  vadose  zone  porewater  and  potentially  toxic  conditions  for  propane-degrading  bacteria. 

2.4  ADVANTAGES  AND  LIMITATIONS  OF  THE  TECHNOLOGY 

CAS  has  several  advantages  over  conventional  remediation  technologies,  combining  the  benefits 
of  conventional  air  sparging  with  the  added  value  of  eometabolie  activity.  Specific  advantages  are 
described  in  the  following  paragraphs. 

•  Air  sparging  is  an  aggressive  process  that  can  remove  contaminants  at  a  much  faster  rate 
than  can  standard  pump-and-treat  systems. 

•  The  eometabolie  component  of  CAS  allows  for  enhanced  biodegradation  of  CAHs  in 
groundwater  to  accelerate  their  removal,  reduce  vapor  emissions,  and  increase  the  degree  of 
remediation  attainable.  This  component  of  CAS  also  results  in  mineralization  of  the  CAHs, 
which  may  be  preferable  to  transfer  of  the  contaminants  to  another  matrix. 

•  CAS  is  a  simple  process  that  uses  commercial,  off-the-shelf  equipment. 

Disadvantages  of  CAS  do  exist  and  require  thorough  evaluation  prior  to  implementation  of  the 
technology.  Some  uncertainties  about  long-term  effectiveness  will  remain,  as  is  the  case  with  any 
innovative  technology,  but  proper  monitoring  and  evaluation  can  mitigate  these  uncertainties. 
Specific  disadvantages  include  the  following: 

•  Similar  to  most  remedial  technologies,  the  effectiveness  of  air  sparging  can  be  limited  by  soil 
heterogeneities  at  a  site  (i.e.,  differing  permeabilities).  Nonuniform  distribution  may  lead 
to  areas  that  are  not  treated  directly. 

•  At  very  large  or  very  deep  sites,  air  sparging  costs  may  become  prohibitive  as  a  result  of  the 
relatively  small  zone  of  influence  of  the  injected  air. 
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•  CAS  relies  on  the  degradation  of  the  primary  growth  substrate  and  cometabolie  CAH 
transformation  in  the  saturated  zone  and  in  the  vadose  zone  for  volatilized  contaminants. 
Thus,  microorganisms  that  can  catalyze  these  reactions  must  be  present  in  both  the  saturated 
and  vadose  zones. 

•  If  bacteria  are  not  available,  bioaugmentation  may  be  a  necessary  step.  However,  to  date 
there  are  no  reports  of  in  situ  bioaugmentation  for  cometabolie  degradation  of  environmental 
contaminants,  making  this  an  untested  approach. 

•  CAS  relies  on  cometabolie  CAH  degradation  in  both  the  saturated  and  vadose  zones.  In 
some  cases,  CAH  cometabolism  in  the  vadose  zone  may  play  a  larger  role  than  degradation 
in  the  saturated  zone,  and  may  be  critical  to  the  efficacy  of  CAS,  due  to  the  ease  of  CAH 
stripping  from  the  saturated  zone. 

CAS  is  a  new  and  innovative  technology  that  uses  air  sparging  principles  but  attempts  to  optimize 
in  situ  contaminant  degradation  by  adding  a  growth  substrate  to  the  vapor  stream.  Because  CAS  is 
in  a  relatively  young  stage  of  development,  the  effectiveness  of  growth  substrate  addition  and  its 
potential  to  result  in  cost  savings  by  reducing  aboveground  vapor  treatment  were  subjects  of  this 
study. 
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3.0 


DEMONSTRATION  DESIGN 


3.1  PERFORMANCE  OBJECTIVES 

The  primary  performance  objective  for  this  study  was  to  conduct  cometabolic  air  sparging  at 
McAFB.  The  goal  was  not  to  remediate  the  site  below  regulatory  levels,  but  rather  to  determine 
whether  CAS  is  effective  and  whether  employed  monitoring  techniques  adequately  predict 
performance.  Other  specific  objectives  included  the  following: 

•  Comparing  air  sparging  effectiveness  with  and  without  the  propane  growth  substrate,  using 
one  control  and  one  propane-fed  sparge  well 

•  Monitoring  propane  degradation  rates 

•  Establishing  the  effective  zone  of  influence  for  oxygen  and  propane 

•  Establishing  CAH  concentration  reductions  resulting  from  CAS,  and  the  relative 
contributions  to  site  remediation  of  CAH  stripping  and  cometabolic  CAH  degradation 

•  Conducting  an  economic  analysis  of  cost  and  performance  of  CAS. 

3.2  SELECTION  OF  TEST  SITE 

The  McAFB  site  has  relatively  high  TCE  concentrations  and  a  wide  distribution  of  CAH 
compounds.  This  study  was  conducted  at  Operable  Unit  A  (OU  A).  Upon  first  inspection,  OU  A 
appeared  to  have  relatively  permeable  zones  and  to  be  geologically  suitable  for  air  sparging. 
However,  drilling  at  the  site  revealed  a  heterogeneous  aquifer  with  some  relatively  low  permeable 
zones  where  sparging  was  hindered.  The  site  also  was  remotely  located  at  the  southern  end  of  the 
base  in  an  area  of  low  vehicular  traffic  and  minimal  aboveground  obstructions. 

Oregon  State  University  preformed  microcosm  studies  with  soil  collected  from  OU  A  before 
installation  of  the  system.  The  results  showed  that  propane-degrading  bacteria  were  present  in  the 
saturated  zone  of  the  site,  indicating  that  propane  would  be  a  suitable  primary  growth  substrate  to 
promote  in  situ  CAH  cometabolism. 

3.3  TEST  SITE/FACILITY  HISTORY/CHARACTERISTICS 

McAFB  is  located  approximately  7  miles  north  of  Sacramento,  California.  In  July  1987,  the  base 
was  placed  on  the  U.S.  EPA's  National  Priorities  Fist.  In  1993,  McAFB  was  designated  a  SERDP 
National  Test  Site.  McAFB  is  divided  into  1 1  operable  units,  designated  as  OUs  A  through  H,  OU 
B 1 ,  OU  monitoring  well  (MW)  C 1  (MW -Cl),  and  OU  GW.  The  CAS  demonstration  was  conducted 
at  OU  A.  The  TCE  plume  in  this  area  is  shown  in  Figure  2.  The  site  has  TCE  concentrations  in 
excess  of  500  mg/E. 
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Figure  2,  TCE  Plume  Contours  and  Demonstration  Layout  at  OU  A. 

OU  A  is  the  location  of  a  former  demolition  and  scrap  material  burning  and  burial  pit  that  was 
operational  from  1964  to  1969.  Materials  that  were  burned  or  buried  include  residues,  scrap 
material,  fuels  and  oils,  solvents,  semivolatile  organic  compounds,  and  volatile  organic  compounds. 
Around  1969,  the  activities  ceased  and  the  pit  was  filled.  From  1953  to  1964,  the  site  was  used  to 
store  miscellaneous  materials.  Before  1953,  the  site  was  undeveloped  grassland. 


PHYSICAL  SET-UP  AND  OPERATION 


3,4.1  Construction  Details 

The  treatment  process  included  sparge  wells,  SVE  wells,  multi-level  soil  and  groundwater 
monitoring  points,  an  air  inj  ection  system,  an  SVE  blower,  propane  gas  storage  and  inj  ection  system, 
and  an  on-site  field  trailer  (Eigure  3). 

McAEB  installed  all  wells.  A  Battelle  staff  member  was  on  site  to  provide  technical  input  and 
supervision.  McAEB  initiated  dig  and  well  permits,  selected  a  drilling  contractor,  and  scheduled 
the  drilling. 
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Two  test  plots  were  ereated;  was  used  to  test  the  CAS  proeess  and  one  served  as  a  eontrol.  One 
sparge  well  was  installed  in  eaeh  test  plot.  The  sparge  wells  were  loeated  100  ft  apart.  The  eontrol 
sparge  well  reeeived  air  only  (sparge  well  SP-A  loeated  in  the  eontrol  test  plot),  and  the  test  sparge 
well  reeeived  propane  plus  air  (sparge  well  SP-C  loeated  in  the  aetive  test  plot).  Construetion  details 
were  the  same  for  both  sparge  wells  to  ensure  similar  performanee  during  operation  and  to  inerease 
flexibility  for  future  experiments.  Sparge  well  eonstruction  and  installation  details  are  provided  in 
the  Final  Report  (Battelle,  2001);  sparge  well  eonstruction  details  are  shown  in  Figure  4. 
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A  single  SVE  well  was  eonstrueted  adjaeent  to  and  as  elose  as  possible  to  eaoli  sparge  well.  The 
SVE  wells  were  sereened  from  90  ft  bgs  to  the  lowest  reeorded  water  table  depth,  approximately  1 00 
ft  bgs,  using  20-slot,  2-inoh-diameter,  Sehedule  40  polyvinyl  ehloride  (PVC).  The  easing  extended 
from  the  ground  surfaee  to  90  ft  bgs,  and  eonsisted  of  2-inoh-diameter  Sehedule  40  PVC  pipe.  The 
SVE  wells  were  used  as  a  safety  preoaution  in  the  event  that  the  above  ground  vapor  CAH 
oonoentrations  exoeeded  MoAEB  requirements.  This  did  not  ooour  throughout  the  demonstration, 
and  the  SVE  system  was  not  used.  The  SVE  wells  were  manifolded  to  a  feeder  pipe  that  oonduoted 
the  vapor  through  an  extraotion  blower,  a  detaohable  water  knookout  vessel,  and  granular  aotivated 
oarbon  (GAC)  oanisters  for  treatment  prior  to  disoharge,  to  meet  MoAEB's  95%  destruotion  and 
removal  effioienoy  (DRE)  requirement  for  extraoted  vapors.  SVE  oonstruotion  details  are  provided 
in  the  Einal  Report  (Battelle,  2001). 
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3,4.3  Groundwater  and  Soil-Gas  Multi-Level  Monitoring  Points 


Six  monitoring  points  were  installed  surrounding  each  sparge  well  in  a  manner  that  allowed  for  the 
collection  of  soil  gas  and  groundwater  from  a  single  sampling  location  at  discrete  depths  (Figure  5). 
The  soil-gas  monitoring  points  were  used  to  monitor  soil-gas  concentrations  of  carbon  dioxide, 
oxygen,  propane,  and  CAHs.  The  groundwater  monitoring  points  were  used  to  collect  groundwater 
samples  for  DO,  propane,  and  CAHs.  The  multilevel  monitoring  points  consisted  of  two 
groundwater  monitoring  points  screened  at  113  and  117  ft  bgs  (bottom  of  screens),  and  four 


Figure  5,  As-Built  Layout  for  Multi-Level  Soil  Gas  and  Groundwater 

Monitoring  Points, 
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soil-gas  monitoring  points  screened  at  30,  85,  95,  and  105  ft  bgs.  Monitoring  points  in  the  vadose 
zone  eonsisted  of  hi-ineh-diameter  nylon  tubing  to  their  specified  depths.  Groundwater  monitoring 
points  eonsisted  of  2-inch-diameter  PVC  pipe,  with  10-slot,  1.0-ft-long  screens.  The  upper 
groundwater  monitoring  points  were  screened  from  1 12  to  1 13  ft  bgs,  while  the  lower  groundwater 
monitoring  points  were  screened  from  1 16  to  117  ft  bgs.  Construction  details  are  provided  in  the 
Final  Report  (Battelle,  2001). 

The  following  nomenclature  was  used  to  identify  the  monitoring  assembly.  Monitoring  points  in 
the  eontrol  test  plot  were  labeled  A  and  those  in  the  active  test  plot  were  labeled  C.  The 
groundwater  monitoring  locations  are  represented  by  their  depth  1 1 3  ft  and  1 1 7  ft  bgs,  respectively 
(i.e.,  groundwater  monitoring  points  at  the  1 13  ft  bgs  level  were  labeled  as  MW-Al-1 13  through 
MW-A6-1 13  and  MW-Cl-1 13  through  MW-C6-1 13). 

Soil  gas  points  were  labeled  according  to  their  depth  in  the  vadose  zone;  they  were  installed  at  30-, 
85-,  95-,  and  105-ft  bgs,  respectively.  For  example,  soil-gas  points  at  the  well  Cl  are  labeled  as 
SG-Cl-30,  -85,  -95,  or  -105,  depending  on  the  depth  of  the  soil-gas  point. 

3.4.4  Air  Injection  System 

The  air  compressor  supplied  airflow  and  pressure  to  produee  25  pounds  per  square  ineh  (psi) 
delivery  air  pressure  and  15  scfim  (maximum)  airflow  rate  to  each  sparge  well.  A  Quincy 
QRDS-15T120,  15-horsepower  (hp),  208V  three-phase,  oilless  air  eompressor  was  selected  to 
provide  durable,  low-maintenanee,  and  eontinuous  heavy-duty  air  delivery  for  the  project  duration. 
For  safety  purposes,  the  eompressor  was  loeated  a  minimum  of  50  ft  from  the  propane  storage  tank 
and  propane  gas  lines,  whieh  is  twice  the  required  distance  of  25  ft. 

A  6-hp,  multispeed  blower,  eapable  of  operation  at  two  to  three  speeds,  was  used  for  vapor 
extraction  from  the  S  VE  wells .  F or  safety,  the  blower  was  built  with  explosion-proof  eleetrical  (i.e . , 
Class  1 ,  Div  1)  and  mechanieal  components.  Installing  an  ambient  air  bypass  valve  that  could  dilute 
the  SVE  off-gas  with  ambient  air  provided  additional  safety.  The  SVE  system  was  designed  to 
extract  45  scfim  per  well,  3  times  the  maximum  injection  rate  of  15  scfim.  The  system  was 
construeted  so  that  propane  injection  would  stop  if  the  air  blower  failed  (this  never  oecurred). 

3.4.5  Propane  Gas  Storage  and  Injection  System 

Propane  gas  was  supplied  by  a  eertified  provider  (Kamps,  Manteca,  CA),  and  stored  on  site  in  a 
1 ,000-gallon  tank.  The  propane  injection  system  was  constructed  with  in-line  propane  sensors  and 
shutdown  switches  that  would  shut  the  system  down  if  propane  concentrations  in  the  SVE  lines 
reached  50%  of  the  lower  flammable  level  (EEE)  (i.e.,  1%),  or  if  the  air  injection  or  vapor  extraction 
systems  failed.  All  sensors  and  alarms  were  explosion  proof,  as  required,  if  they  were  likely  to  come 
into  contact  with  propane. 

The  demonstration  was  eonducted  using  95%  grade  propane,  whieh  was  a  higher  grade  than 
eommereial  propane  (generally  80  to  90%  propane).  Speeial  measures  were  taken  to  make  the 
propane  odor-free,  because  of  concern  that  the  methyl  mereaptain  compounds  added  to  commercial 
propane  mixtures  for  odor  could  be  harmful  to  the  propane-degrading  bacteria.  The  use  of  odor- free 
propane  created  other  risks,  particularly  a  risk  of  an  unknown  leak  that  would  not  be  deteeted  by 
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smell.  For  this  reason,  all  propane  gas  lines  were  monitored  for  leaks  on  a  weekly  basis.  This 
resulted  in  inereased  monitoring  eosts.  Costs  also  were  impaeted  slightly  by  requiring  a  more 
expensive  grade  of  propane  than  eommereial  grade. 

The  propane  was  injeeted  into  sparge  well  SP-C  via  a  separate  gas  injection  line.  The  propane  was 
mixed  with  air  in  the  sparge  well  at  a  depth  of  approximately  1 1 5  ft  bgs.  The  maximum  atmospheric 
concentration  of  propane  introduced  with  air  into  the  sparge  well  was  approximately  4%,  to  provide 
a  5: 1  oxygen:propane  ratio.  This  ratio  is  calculated  from  the  stoichiometry  of  propane  and  oxygen 
consumption  shown  in  Equation  1 : 

+  5O2  =  3CO2  +  4H2O  (1) 


The  4%  propane  concentration  was  the  maximum  target  concentration  of  growth  substrate  that  was 
employed  during  CAH  testing.  However,  generally  propane  was  added  at  lower  concentrations, 
ranging  from  1  to  4%. 

Safety  precautions  undertaken  for  the  propane  feed  system  are  described  in  the  Final  Report 
(Battelle,  2001). 

3,4.6  Field  Analytical  Trailer 

An  Air  Force  field  analytical  trailer  provided  workspace  for  data  analysis  and  other  field  tasks.  The 
trailer  belongs  to  AFRF/MFQ.  The  field  gas  chromatograph  (GC),  test  kits,  reagents,  and  analytical 
gases  for  the  field  demonstration  were  housed  within  the  existing  AFRF/MFQ  laboratory  trailer  for 
the  duration  of  the  field  demonstration.  The  trailer  was  equipped  with  a  Hewlett  Packard  (HP)  GC, 
Model  5890,  with  a  flame  ionization  detector  (FID)  and  photoionization  detector  (PID),  and  a 
purge-and-trap  sampler  with  16  auto  sample  ports.  The  GC  was  set  up,  calibrated,  and  operated  by 
Battelle.  The  GC  was  fitted  with  a  GSQ-PFOT  column  (J&W  Scientific,  Folsom,  CA). 

3.5  SAMPLING/MONITORING  PROCEDURES 

Preliminary  system  testing  was  conducted  prior  to  initiation  of  propane  injection.  The  exception  is 
the  sulfur  hexafluoride  (SF6)  tracer  test  that  was  conducted  during  Phase  2.  The  following  activities 
were  conducted  as  part  of  the  system  testing: 

•  Equipment  shakedown 

•  Baseline  testing 

•  Helium  tracer  testing 

•  Pressure  transducer  testing 

•  SF6  tracer  testing. 

For  a  detailed  discussion  of  the  preliminary  testing  activities  and  their  results,  the  reader  is  referred 
to  the  Final  Report  (Battelle,  2001).  A  schedule  of  operation  is  shown  in  Table  2. 
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Table  2,  Schedule  of  Operation  for  Phases  1  and  2. 


Day 

Task 

Construction  and  Mobilization 

-65  to  -42 

Drilling  and  CAS  installation 

-44  to  -40 

Refurbishment  of  on-site  GC 

-51  to  -47 

10-h  sparge  test  (air  only) 

-30to-l 

Develop  analytical  quality  assurance/quality  control  (QA/QC) 

O(^) 

Initiation  of  air  sparging  (air  only) 

Start-Up  and  Phase  1 

0-36 

Establish  background  CAH  levels;  air  distribution  tests 

36 

Propane  injection  initiated  at  2%  in  air 

37-79 

Monitored  propane  concentrations  in  saturated  and  vadose  zones  in  both  test  plots.  No  air  sparging. 

81-124 

Weekly  propane  injection  (4  h  at  4%  propane). 

125-170 

Propane  injections  increased  to  twice  weekly  (4  h  at  2%  propane)  to  accelerate  TCE/c-DCE 
bioremediation. 

170-187 

No  propane  or  air  added  so  that  propane  oxidation  rates  could  be  verified  and  compared  to  earlier 
rates  to  see  if  remediation  would  continue  without  additional  propane. 

188-243 

Ammonia  to  active  and  control  test  plots  (with  propane  &  air  in  active  test  plot,  air  only  in  control 
test  plot)  at  0.01%,  due  to  potential  nitrogen  limitation  in  the  treatment  zone. 

244-392 

Propane  concentrations  in  the  saturated  and  vadose  zones  were  monitored.  No  air  sparging. 

Phase  2 

393-394 

SF6  and  pressure  transducer  tests  conducted  for  Multi-Site  ESTCP  study;  sparged  at  10  scfm  (air 
only)  for  1  day. 

398-401 

Post-sparge  baseline,  beginning  of  Phase  2. 

404-427 

Weekly  propane  injection  (4  h,  1%  propane  in  air). 

431-435 

Conducted  nitrogen  push-pull  tests  in  the  vadose  zone  to  see  if  vadose  zone  is  nitrogen  limited. 

440-450 

Weekly  propane  injections  (4  h,  1%  propane  in  air). 

454-478 

Weekly  propane  injections  (4  h,  2%  propane  in  air). 

482 

Sparged  for  4  h  at  4%  propane.  Increased  sampling  frequency  to  measure  degradation  kinetics. 

485-503 

Bi-weekly  injection  of  4%  propane  and  0.1%  ethylene. 

504-511 

Ethylene  monitoring  in  vadose  &  saturated  zones,  no  sparging. 

512-526 

Weekly  sparging  with  methane  at  7.9  standard  liters  per  minute  (slpm). 

527-545 

Methane  monitoring  in  vadose  and  saturated  zones,  no  sparging. 

546 

Methane  injection  at  7.9  slpm. 

588 

Final  sroundwater  and  vadose  zone  samnlins  event. 

Day  0  is  May  12,  1999. 
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3,5.1  System  Operation 


The  CAS  field  demonstration  was  eonducted  for  540  days  at  MeAFB  and  was  divided  into  two 
phases.  Phase  1  focused  on  the  groundwater  remediation  and  propane  degradation  along  with  CAH 
dechlorination.  Phase  2  of  the  demonstration  focused  on  propane  degradation  and  CAH  remediation 
in  the  unsaturated  zone.  Table  2  shows  the  schedule  for  Phases  1  and  2,  the  number  of  days  of 
operation  for  each  phase,  and  startup  periods  for  each  phase. 

To  minimize  stripping  and  maximize  biodegradation,  particularly  during  startup,  sparging  was 
conducted  intermittently.  Intermittent  sparging  involved  sparging  for  4  hours  to  saturate  the 
formation  with  propane  and  oxygen,  and  turning  off  the  sparge  well  for  a  predetermined  period 
(generally  one  week).  The  length  of  time  between  intermittent  sparging  depended  on  the  rate  of 
groundwater  flow  and  the  rate  of  propane  degradation.  This  was  determined  by  monitoring  of 
groundwater  for  DO  and  propane.  The  control  well  (without  propane)  was  operated  under  the  same 
conditions  as  the  propane-fed  well  for  comparison  between  the  wells. 

The  site  was  staffed  75%  to  100%  of  the  time  during  system  operation.  The  on-site  staff  checked 
the  mechanical  equipment  daily  (Monday  through  Friday),  including  blowers,  compressors,  flow 
meters,  and  pressure  meters,  according  to  manufacturer  requirements.  Airflow  meters,  pressure 
gauges,  and  other  monitoring  equipment  were  adjusted  when  used  and  recorded  in  a  field-dedicated 
logbook.  Adjustments  to  the  operating  flowrates  or  pressures  for  sparged  air  or  sparged  propane 
were  made  if  they  deviated  by  more  than  ±10%  of  their  target  values. 

3.5.2  Groundwater  Sampling 

Groundwater  samples  were  collected  weekly  (approximately).  Parameters  measured  included 
groundwater  quality  parameters,  contaminant  concentrations,  DO,  and  propane.  Sample  collection 
included  QA/QC  samples,  which  included  a  check  standard  and  a  duplicate  sample  for  every  batch 
of  1 2  groundwater  or  soil  gas  samples.  Prior  to  sampling,  sampling  point  identification  was  checked 
and  recorded  along  with  the  date  and  time  in  the  field  logbook.  Groundwater  samples  were  collected 
using  in-well  pneumatic  bladder  peristaltic  pumps. 

During  Phase  2,  the  active  test  plot  monitoring  points  that  were  sampled  with  the  highest  frequency 
were  monitoring  points  MW-C2,  MW-C3,  and  MW-C4  at  the  117-ft  depth  interval.  These 
monitoring  points  demonstrated  the  highest  levels  of  propane-degrading  and  CAH  cometabolic 
activities.  Between  Phases  1  and  2,  all  monitoring  points  at  the  1 13-ft  depth  interval  ran  dry  and 
were  unable  to  be  sampled  for  groundwater.  Although  unexpected,  this  was  not  necessarily 
surprising,  because  the  groundwater  in  the  Sacramento  area  is  reported  to  drop  as  much  as  1  ft  per 
year.  For  this  reason,  the  1 13-ft  interval  groundwater  monitoring  points  were  not  sampled  during 
Phase  2. 

3.5.3  Soil  Gas  Sampling 

Soil  gas  was  extracted  from  the  vadose  zone  with  a  ki-hp  diaphragm  pump.  Soil  gas  was  purged  for 
two  minutes,  before  sample  collection  and  field  parameters  were  measured.  The  diaphragm  pump 
was  run  for  10  minutes  to  flush  out  the  lines.  A  Tedlar™  bag  was  purged  three  times  with  the 
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soil-gas  before  eolleetion.  Soil  gas  parameters  ineluded  eontaminant  eoneentrations,  oxygen,  earbon 
dioxide,  and  propane;  QA/QC  samples  also  were  ineluded. 

During  Phase  1,  the  soil-gas  monitoring  points  at  the  85-ft  and  95-ft  depth  were  monitored  weekly 
(approximately)  in  the  aetive  test  plot.  The  85-ft  and  95-ft  depth  monitoring  points  in  the  control 
test  plot  were  monitored  approximately  every  two  to  three  weeks,  because  much  less  activity  was 
expected  in  the  control  test  plot.  Monitoring  points  in  both  test  plots  at  the  30-ft  depth  and  the  1 05-ft 
depth  were  monitored  approximately  every  two  to  four  weeks.  During  Phase  2,  the  sampling 
frequency  was  reduced  to  monthly  for  all  monitoring  points  except  the  95-ft-depth  monitoring  points 
in  the  active  test  plot,  for  which  sampling  was  maintained  weekly. 

3.6  ANALYTICAL  PROCEDURES 

Field  measurements  include  depth  to  groundwater,  DO,  redox,  pH,  conductivity,  turbidity  and 
temperature,  groundwater  and  soil-gas  CAH  concentrations,  groundwater  and  soil-gas  propane  and 
methane  concentrations,  and  soil-gas  oxygen  (O2)  and  carbon  dioxide  (CO2)  concentrations. 
Analytical  methods,  sampling  frequency,  and  sampling  requirements  for  VOCs  in  Groundwater  and 
Soil  Gas  are  shown  in  Table  3. 

3.6,1  Groundwater  Quality  Parameters 

Groundwater  quality  parameters  included  redox,  temperature,  pH,  turbidity,  alkalinity,  nitrate  (NO3 
■  -N),  ammonia  (NH4-N),  and  total  Kjeldahl  nitrogen  (TKN).  Samples  were  measured  for  DO, 
redox,  pH,  conductivity,  turbidity,  and  temperature  under  continuous  flow  using  a  water  quality 
meter  (Horiba  Model  U- 1 0).  To  minimize  sample  aeration,  a  continuous  flowthrough  cell  was  used 
to  provide  a  sampling  chamber  for  the  meter. 

The  depth  to  groundwater  in  groundwater  monitoring  points  was  measured  with  a  water-level  probe 
(Solinst,  Model  101  with  P4  probe). 

Groundwater  samples  for  on-  and  off-site  contaminant  analyses  were  collected  in  40  mL  volatile 
organic  analysis  (VGA)  vials  with  Teflon™-coated  septa-lined  caps.  The  pH  of  the  aqueous  effluent 
samples  was  adjusted  to  a  value  of  <2  with  hydrochloric  acid  (HCl)  to  stabilize  the  organic  species, 
and  the  samples  were  stored  at  4°C  until  analysis.  During  Phase  2  of  the  demonstration,  when  HCl 
in  the  samples  was  observed  to  have  interfered  with  nitrate/nitrite  analyses,  duplicate  samples  were 
taken  at  each  monitoring  point;  one  sample  was  preserved  with  HCl  and  the  other  with  sulfuric  acid 
(H2SO4).  Sulfuric  acid  did  not  appear  to  hinder  NO3-/NO2-  analyses.  The  VGA  vials  were  stored 
at  4°C  until  analysis. 

The  following  analytes  were  targeted  for  the  on-site  analyses:  PCE;  TCE;  c-DCE;  1,1-DCE;  CE; 
and  1,1-DCA.  The  selection  of  these  compounds  was  based  on  the  range  of  contaminants  detected 
at  GU  A.  Intermediate  breakdown  products,  such  as  TCE  epoxides,  are  highly  unstable  and  will  not 
remain  in  the  groundwater  long  enough  to  be  measured.  Therefore,  finding  and  measuring  these 
breakdown  products  in  groundwater  and  soil  gas  was  not  included  in  the  scope  of  this  study. 
Analytical  methods  are  shown  in  Table  3. 
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Table  3,  Analytical  Methods  and  Sampling  Frequency/Requirements  for  VOCs  in  Groundwater  and  Soil  Gas, 


Analyte 

Sample 

Location 

(Matrix) 

On-  or  Off- 

Site 

Analysis 

Freqnency 

Method  of 
Instrnmentation 

Container 

Type 

Container 

Size 

Preservative 

Holding 

Time 

O2/CO2 

SGMP 

(vapor) 

On 

Weekly 

GT  205 

None 

NA 

NA 

NA 

Temp/dew 

point/relative  humidity 

SGMP 

(vapor) 

On 

Weekly 

Hygrometer/Thermometer 
Model  35519-041 
(Control  Corp) 

None 

NA 

NA 

NA 

CAHs 

SGMP 

(vapor) 

On 

Weekly 

8021BM;HP  GC 

Model  5890 

Tedlar™ 

1  L 

None 

Same  day 

Propane/Methane/ 

Ethylene 

SGMP 

(vapor) 

On 

Weekly 

8021BM;HP  GC 

Model  5890 

Tedlar™ 

1  L 

None 

Same  Day 

DO/pH/Temp/ 

Turbidity/ Conductivity 

GWMP 

(liquid) 

On 

Weekly 

Horiba  Model 

U-10 

None 

NA 

NA 

NA 

CAHs 

GWMP 

(liquid) 

Phase  1:  On 
Phase  2:  Off 

Weekly 

SW  9-846  802BM; 

HP  GC  Model  5890 

VGA  vial 

40-mL 

Phase  1:  4'’C 
Phase  2:  one  vial 
HCl,  second  vial 
H2SG4 

14  days 

Propane/Methane/ 

Ethylene 

GWMP 

(liquid) 

Phase  1:  On 
Phase  2:  Off 

Weekly 

SW  9-846  802BM; 

HP  GC  Model  5890 

VGA  vial 

40-mL 

Phase  1:  d-C 
Phase  2:  one  vial 
HCl,  second  vial 
H2SG4 

14  days 

N02/N03/S04 

GWMP 

(liquid) 

Phase  2:  Off 

Weekly 

IC 

VGA  vial 

40-mL 

Phase  1:  4'’C 
Phase  2:  one  vial 
HCl,  second  vial 
H2SG4 

14  days 

Propane 

Sparge  well 
(vapor) 

On 

Continuous 

Series  8800  Continuous 
Analyzer  (Baseline 
Industries') 

None 

NA 

NA 

NA 

SGMP  =  soil-gas  monitoring  point;  GWMP  =  groundwater  monitoring  point 
NA  =  not  analyzed 


Samples  measured  in  the  field  were  analyzed  using  a  purge-and-trap  GC  method.  Samples  were 
identified  and  quantified  against  known  standards.  Liquid  standards  were  prepared  gravimetrieally 
in  an  off-site  laboratory  and  shipped  to  the  site.  These  standards  were  stored  at  4°C  until  use.  They 
were  diluted  volumetrieally  on  site  using  deionized  water  and  were  injected  manually  into  the 
purge-and-trap  for  GC  analysis.  A  minimum  of  one  check  standard  was  analyzed  for  every  set  of 
15  purge  and  trap  samples. 

3,6.2  Soil-Gas  Measurements 

Soil  gas  samples  were  collected  using  pre-cleaned  Tedlar™  bags,  which  were  carried  to  the  field 
trailer  for  analysis.  Samples  were  drawn  from  the  bags  using  a  hand-held  syringe  and  were  hand 
injected  into  the  purge-and-trap  autosampler  for  analysis.  Soil  gas  was  analyzed  for  VOCs  using 
the  GC-FID/PID  in  the  USAF  analytical  trailer;  target  soil-gas  VOCs  were  TCE,  c-DCE,  1,1 -DCE, 
1,1 -DCA,  and  CE.  VOCs  were  identified  and  quantified  against  a  standard  mixture.  Gas  samples 
were  analyzed  using  the  purge-and-trap  GC  method. 

Propane  concentrations  in  soil  gas  were  measured  using  the  on-site  GC-EID/PID  in  the  USAE  trailer 
(Hewlett  Packard,  Model  5890  Series  II).  The  GC  was  calibrated  against  propane  standards,  which 
were  taken  from  a  specialty  gas  cylinder  provided  for  the  project  (Scott  Specialty  Gases, 
Plumsteadville,  PA). 

The  temperature,  dew  point,  and  relative  humidity  of  the  soil  gas  were  analyzed  using  a  Control 
Company  Digital  Hygrometer/Thermometer  Model  35519-041.  A  digital  display  showed  the 
measurements  within  the  sample  instantaneously.  The  probe  of  the  hygrometer/thermometer  was 
placed  in  a  stilling  chamber  comprised  of  a  six-inch  piece  of  SCH  40  PVC.  The  readings  were  taken 
after  10  minutes  of  purging  the  stilling  chamber  with  fresh  soil  gas. 

Gaseous  concentrations  of  carbon  dioxide  and  oxygen  were  analyzed  using  a  GasTech  series  gas 
monitor  Model  205,  equipped  with  a  digital  display  that  shows  continuous  soil-gas  concentrations. 


24 


4.0  PERFORMANCE  ASSESSMENT 


For  the  purposes  of  this  report,  and  to  maintain  brevity,  Seetion  4  foeuses  on  seleeted  results  and 
seleeted  groundwater  and  soil-gas  monitoring  points  at  the  aetive  and  eontrol  test  plots  that  represent 
the  typieal  aetivity  observed  during  the  experimental  operating  period.  All  the  results  are  presented 
in  the  Final  Report  (Battelle,  2001),  including  the  preliminary  testing  and  tracer  test  results,  neither 
of  which  are  presented  in  this  report. 

4.1  PERFORMANCE  DATA 

The  CAS  field  demonstration  was  conducted  for  540  days  at  McAFB.  Throughout  the  study, 
site-specific  CAH  compounds  were  monitored  in  the  saturated  and  vadose  zones,  to  assess  the  extent 
of  their  remediation  via  the  CAS  process.  These  compounds  included  TCE,  c-DCE,  1,1 -DCE,  CE, 
and  1,1 -DC  A. 

TCE  and  c-DCE  were  the  major  contaminants  in  the  groundwater  and  the  vadose  zone  and  primary 
focus  was  given  to  these  compounds  for  remediation  optimization.  The  remaining  compounds  were 
monitored  as  secondary  compounds  to  assess  the  impact  of  the  treatment  process  on  multiple 
groundwater  contaminants.  Discussion  of  the  results  for  1,1 -DCE,  CE,  and  1,1-DCA  can  be  found 
in  the  Einal  Report  (Battelle,  2001). 

The  field  demonstration  was  divided  into  two  phases.  The  first  phase  focused  on  the  groundwater 
remediation  and  propane  degradation  along  with  CAH  dechlorination.  The  second  phase  of  the 
demonstration  focused  on  propane  degradation  and  CAH  remediation  in  the  unsaturated  zone. 
These  phases  are  described  as  Phase  1  and  Phase  2,  respectively.  A  detailed  schedule  of  operating 
conditions  and  field  observations  is  provided  in  the  Pinal  Report  (Battelle,  2001). 

4.1.1  CAS  Results  in  Groundwater 

Dissolved  propane  and  oxygen  concentrations  and  corresponding  propane  degradation  rates  in  the 
saturated  zone  varied  greatly,  indicating  some  areas  were  more  effectively  sparged  than  others.  Por 
example,  monitoring  points  MW-C4- 113  and  MW-C3- 113  showed  relatively  high  dissolved  propane 
concentrations  after  each  sparge  event,  between  1  and  3  mg/E.  Much  lower  concentrations  were 
measured  in  MW-C3- 1 1 7  and  only  trace  concentrations  of  propane  were  measured  in  MW-C 1-113. 
The  SPg  data  demonstrated  similar  results,  where  virtually  no  SP6  was  measured  at  monitoring 
points  MW-Cl-113/117,  MW-C5-1 13/1 17,  and  MW-C6-1 13/1 17,  and  relatively  low  SP^ 
concentrations  were  measured  in  MW-C2-1 13.  Thus,  it  appears  that  the  propane  sparging  did  not 
reach  every  groundwater  monitoring  point,  most  likely  due  to  soil  heterogeneities. 

Pigure  6  shows  results  of  propane  sparging  in  MW-C6-1 13,  during  Phase  1.  Propane  and  oxygen 
concentrations  over  time  are  shown  in  the  bottom  most  figure,  and  CAH  concentrations  over  time 
are  shown  in  the  upper  most  figure.  Propane  sparging  was  initiated  on  day  36.  A  50-day  (Days  36 
to  86)  lag  period  was  observed  before  propane  utilization  was  evident  in  the  saturated  zone;  this  is 
most  evident  in  monitoring  point  MW-C4-1 13,  but  also  was  seen  in  monitoring  points  MW-C3-1 13 
and  MW-C3-1 17  (Section  5  of  the  Pinal  Report;  Battelle  2001). 
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Figure  6.  Groundwater  Monitoring  Point  MW-C4-113  in  the  Active  Test  Plot;  (a)  TCE 
and  c-DCE  Concentrations  Over  Time  and  (b)  Propane  and  DO  Concentrations 

Over  Time, 

With  successive  propane  additions,  the  rate  of  propane  utilization  inereased  as  the  microbial 
population  was  stimulated  (Figure  6).  DO  eoncentrations  elosely  matehed  these  patterns, 
demonstrating  a  direct  correlation  between  oxygen  and  propane  utilization  for  each  successive 
sparge  event.  Each  sparge  event  resulted  in  elevated  DO  levels,  followed  by  deereased  DO  levels 
when  propane  was  degraded.  These  results  demonstrated  that  propane  was  effeetively  degraded  in 
the  aquifer. 

A  wide  range  of  eontaminant  eoneentrations  was  seen  in  initial  groundwater  samples  (Table  4). 
Higher  eoneentrations  oeeurred  in  the  aetive  than  the  control  test  plot,  and  mueh  higher  TCE 
eoneentrations  were  seen  in  both  test  plots  than  e-DCE  eoneentrations.  TCE  and  e-DCE  in  the 
groundwater  in  the  aetive  test  plot  ranging  from  1 00  to  1 ,000  pg/E,  eompared  to  the  eontrol  test  plot 
where  eoneentrations  ranged  from  60  to  400  pg/E.  Only  trace  1,1 -DCE  eoneentrations  were 
deteeted,  and  only  in  the  eontrol  test  plot,  while  1,1-DCA  and  CE  were  not  deteeted.  The  presenee 
of  very  low  1,1 -DCE,  1,1-DCA,  and  CE  eoneentrations  was  observed  when  the  site  was  first  being 
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assessed  for  this  study.  Their  disappearance  before  the  study  began  may  be  due  to  initial  air 
sparging  activity  conducted  during  the  helium  tracer  test. 

In  the  active  test  plot,  the  highest  TCE  and  c-DCE  removal  rates  occurred  in  the  monitoring  points 
that  received  the  highest  propane  concentrations,  as  seen  in  MW-C6-1 13  (Eigure  6).  Eive  of  the  12 
groundwater  monitoring  points  in  the  active  test  plot  showed  significant  propane  and  oxygen 
utilization  and  corresponding  TCE  and  c-DCE  removals,  while  the  other  six  monitoring  points  were 
ineffectively  sparged  due  to  soil  heterogeneities  and  did  not  receive  adequate  propane  to 
cometabolically  degrade  the  TCE  and  c-DCE. 

Much  less  effective  CAH  removal  was  observed  in  the  control  zone,  near  wells  where  SE6  results 
showed  that  areas  were  effectively  sparged.  Eor  example,  Eigure  7  shows  sparging  results  in 
MW-Al-1 13,  in  the  control  zone,  which  did  not  receive  propane.  Sparging  resulted  in  elevated  DO 
concentrations,  which  did  not  decrease  like  they  did  in  the  active  zone,  because  there  was  no 
measurable  biological  activity.  CAHs  declined  much  more  slowly,  over  a  160-day  period,  and  to 
final  concentrations  that  were  higher  than  in  the  active  zone,  as  was  shown  in  Eigure  6.  CAH 
removal  was  negligible  in  wells  the  control  site  (Eigure  7)  and  in  wells  that  received  negligible 
sparging  due  to  soil  heterogeneities  in  the  active  site  (Eigure  8).  Confirmation  that  the  well  in  Eigure 
8  (MW-A2-1 17)  was  ineffectively  sparged  was  obtained  from  the  results  of  the  SE6  tracer  study 
(Battelle,  2001). 

Einal  CAH  concentrations  in  the  active  and  control  test  plots  after  approximately  200  days  of 
operation  are  shown  in  Table  5.  The  table  shows  average  values  over  the  last  20  days  of  the  Phase 
1  operating  period;  the  number  of  values  averaged  for  each  monitoring  point  is  identified  in  the 
table.  The  last  20  days  were  used  instead  of  simply  recording  the  last  data  point,  because  this  was 
thought  to  be  more  representative  of  the  steady-state  operation  achieved  in  the  system.  Day  to  day 
fluctuations  made  using  the  last  data  point  for  each  monitoring  point  impractical. 

Shaded  portions  of  the  table  correspond  to  monitoring  points  where  SE6  concentrations  were  less 
than  10%  saturation  following  the  SEg  tracer  test.  Such  low  SE6  concentrations  would  suggest  that 
these  monitoring  points  were  ineffectively  sparged. 

Except  for  MW-C3- 1 1 3 ,  final  TCE  concentrations  in  the  active  test  plot  ranged  from  5 .9  to  67  mg/E; 
the  final  MW-C3-1 13  groundwater  averaged  371  pg/E.  Similarly,  c-DCE  concentrations  were  low 
in  the  active  test  plot;  final  c-DCE  concentrations  ranged  from  0.92  to  6.7  mg/E,  except  for 
MW-C3-113  where  c-DCE  concentrations  averaged  56  pg/E.  The  reason  for  the  high  residual 
TCE/c-DCE  concentrations  in  MW-C3-1 13  is  unknown.  The  monitoring  point  appeared  to  receive 
propane  to  support  propane  degradation  and  subsequent  CAH  cometabolism.  One  possibility  could 
be  that  this  monitoring  point  had  a  greater  influx  of  CAHs  during  testing,  resulting  in  the 
replenishment  of  the  degraded  CAH  fraction.  Another  possibility  is  that  MW-C3- 1 1 3  represents  the 
low-end  range  of  activity  that  could  be  expected  for  the  CAS  process. 
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Table  4,  Initial  Groundwater  CAH  Concentrations*®*  Measured  During  the  First  36  Days 

of  Operation  (Before  Propane  Sparging), 


Monitoring 

Point 

Depth 

Contaminant  Concentration  (pg/L) 

TCE 

c-DCE 

1,1-DCE 

1,1-DCA 

CF 

Active  Test  Plot 

Cl 

113 

944 ± 170 

511 ±  153 

<0.27 

<  0.204 

<0.284 

117 

604  ±  33 

286  ±  13 

<0.27 

<  0.204 

<0.284 

C2 

113 

431  ±46 

193  ±  20 

<0.27 

<  0.204 

<0.284 

117 

61  ±  11 

14±  1.6 

<0.27 

<  0.204 

<0.284 

C3 

113 

535  ±  127 

238  ±  50 

<0.27 

<  0.204 

<0.284 

117 

131  ±9.1 

21  ±  1.1 

<0.27 

<0.204 

<0.284 

C4 

113 

555  ±  14 

342  ±  24 

<0.27 

<  0.204 

<0.284 

117 

281  ±  13 

107  ±  10 

<0.27 

<  0.204 

<0.284 

C5 

113 

2500 ± 196 

2095  ±  156 

<0.27 

<  0.204 

<0.284 

117 

250  ±  15 

75  ±6.7 

<0.27 

<  0.204 

<0.284 

C6 

113 

NA 

117 

355  ±8.9 

93  ±4.2 

<0.27 

<0.204 

<0.284 

Average 

604  ±  58 

361  ±40 

<0.27 

<  0.204 

<0.284 

Control  Test  Plot 

A1 

113 

62±  18 

16  ±2.9 

<0.27 

<  0.204 

<0.284 

117 

20  ±8.6 

8.0  ±0.99 

<0.27 

<0.204 

<0.284 

A2 

113 

83  ±23 

11  ±  1.1 

<0.27 

<  0.204 

<0.284 

117 

356  ±  15 

27  ±3.3 

14±  12 

<  0.204 

<0.284 

A3 

113 

222  ±  36 

47  ±5.8 

<0.27 

<  0.204 

<0.284 

117 

227  ±  24 

18  ±5.9 

8.7  ±7.7 

<  0.204 

<0.284 

A4 

113 

612 ± 134 

72  ±8.9 

<0.27 

<  0.204 

<0.284 

117 

72  ±3.2 

2.6  ±2.2 

<0.27 

<  0.204 

<0.284 

A5 

113 

168  ±72 

35  ±8.4 

<0.27 

<  0.204 

<0.284 

117 

259  ±7.9 

17±4.1 

12  ±5.7 

<  0.204 

<0.284 

A6 

113 

374  ±30 

132  ±44 

<0.27 

<  0.204 

<0.284 

117 

292  ±  25 

14  ±2.6 

14  ±28 

<  0.204 

<0.284 

Averase 

230  ±33 

33  ±8 

4±2 

<  0.204 

<0.284 

Each  monitoring  point  and  depth  had  three  samples  taken  during  the  36  days  the  background  was  established. 
NA  =  not  analyzed. 


“<”  means  below  reported  detection  limit. 

C6-1 13  was  not  analyzed  because  it  went  dry  during  the  experiment. 
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Figure  7.  Groundwater  Monitoring  Point  MW-Al-113  in  the  Control  Test  Plot;  (a)  TCE 
and  c-DCE  Concentrations  Over  Time  and  (b)  DO  Concentrations  Over  Time, 
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Figure  8,  Groundwater  Monitoring  Point  MW-A2-117  in  the  Control  Test  Plot;  (a)  TCE 
and  c-DCE  Concentrations  Over  Time  and  (b)  DO  Concentrations  Over  Time, 
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Table  5.  Phase  1  CAH  Concentrations  During  the  Final  10  Days  of  Phase  1  Operation. 


Monitoring 

Point 

Depth 

No.  of 
Samples 

Contaminant  Concentration  (pg/L) 

TCE 

c-DCE 

1,1-DCE 

1,1-DCA 

CF 

Active  Test  Plot 

Cl 

113 

1 

1514 

1876 

15 

131 

87 

117 

1 

1305 

1089 

11 

91 

30 

C2 

113 

7 

336  ±  13 

57  ±3.4 

2.5  ±2.3 

5.6  ±0.28 

12  ±6.3 

117 

7 

5.9  ±3.8 

0.92  ±  1.3 

2.7  ±4.8 

<  0.204 

2.8  ±3.6 

C3 

113 

7 

371  ±53 

56±  11 

2.2  ±4.4 

6.1  ±  1.3 

6.8  ±  1.2 

117 

7 

12  ±6.9 

3.7  ±7.6 

1.8±  1.1 

0.16  ±0.42 

6.2  ±8.5 

C4 

113 

7 

67  ±35 

6.7  ±9.2 

3.5  ±2.9 

0.91  ±0.62 

9.9  ±  13 

117 

7 

38  ±7.2 

2.4  ±0.76 

2.8±3.1 

0.30  ±0.14 

5.6  ±0.69 

C5 

113 

1 

1635 

1834 

18 

144 

92 

117 

1 

591 

210 

<0.27 

14 

34 

C6 

113 

NA 

117 

1 

445 

335 

9.0 

25 

65 

Average*** 

99  ±21 

14  ±6.0 

2.6  ±3.3 

1.5  ±0.50 

6.3  ±5.4 

Control  Test  Plot 

A1 

113 

1 

4.0 

1.2 

<0.27 

<  0.204 

<0.284 

117 

2 

9.3  ±0.52 

1.7  ±2.3 

<0.27 

<  0.204 

1.9  ±3.2 

A2 

113 

1 

29 

4.0 

3.6 

0.86 

<0.284 

117 

2 

315  ±6.6 

25±  1.1 

<0.27 

16±0.16 

18  ±26 

A3 

113 

1 

61 

29 

1.8 

1.6 

15 

117 

2 

186  ±8.7 

10±  1.2 

11  ±  15 

7.8  ±0.95 

5.1  ±0.56 

A4 

113 

1 

175 

27 

<0.27 

8.4 

117 

2 

185  ±2.8 

9.3±0.17 

9.1  ±  13 

6.2  ±0.15 

13  ±  12 

A5 

113 

1 

190 

31 

11 

12 

<  0.284 

117 

2 

119  ±0.42 

6.4  ±0.02 

6.4  ±9.0 

3.4  ±0.29 

11  ±8.8 

A6 

113 

1 

55 

24 

3.0 

1.5 

<  0.284 

117 

2 

126  ±  1.5 

7.3  ±  1.0 

5.0  ±7.0 

3.8  ±0.06 

12  ±2.3 

Average*** 

92 

18 

3.3 

4.6 

6.4 

Average  values  were  based  on  the  active  (i.e.,  unshaded)  monitoring  points  only,  based  on  the  SF^  test. 
“<”  means  below  reported  detection  limit. 

C6-1 13  was  not  analyzed  because  it  went  dry  during  the  experiment. 


Significant  mass  removal  also  was  observed  in  the  eontrol  test  plot,  indicating  that  contaminants 
were  removed  by  air  stripping  only.  Beeause  the  contaminant  mass  loading  was  much  higher  in  the 
active  test  plot  than  the  control  test  plot  (the  average  initial  TCE  eoneentration  in  the  active  site  was 
604  mg/L  compared  to  230  mg/L  in  the  control  test  plot),  the  CAS  process  in  the  active  site  resulted 
in  a  larger  overall  removal  of  mass  than  the  air  sparging  alone.  However,  the  fact  that  the  final 
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concentrations  were  similar  may  suggest  that  the  CAHs  reaehed  low-coneentration  plateaus  over 
time.  Sueh  plateaus  would  be  influenced  by  the  rate  of  contaminant  removal,  the  sorption  of 
contaminants  on  natural  organic  matter,  and  the  incoming  flux  of  fresh  contaminants  from  upstream 
of  the  treatment  area. 

Nitrate  was  found  to  be  limiting  in  the  groundwater  during  the  Phase  1  operating  period,  potentially 
limiting  propane  degradation  and  cometabolic  TCE  and  c-DCE  transformations.  Mieroeosm  testing 
indicated  that  low  nitrogen  levels  could  limit  propane  utilization  and  subsequent  CAH  degradation. 
During  Phase  2,  propane  feed  concentrations  were  lowered  to  approximately  1%  of  the  sparge  air. 
This  lowered  feed  eoncentration  resulted  in  sustaining  nitrate  levels  in  the  groundwater  at 
approximately  1  to  4  mg/E. 

The  system  was  inactive  between  Deeember  17,  1999  and  May  4,  2000.  After  this  time,  two 
complete  rounds  of  baseline  sampling  took  place,  ineluding  groundwater  and  soil  gas  samples.  This 
baseline  set  of  samples  was  used  to  measure  the  rebound  since  the  end  of  the  Phase  1  experiment 
and  to  establish  the  initial  propane  and  CAHs  coneentrations  at  the  beginning  of  Phase  2. 
Groundwater  CAH  concentrations  inereased  consistently  during  the  4.5-month  rebound  period.  The 
increased  CAH  eouldhave  been  due  to  the  influx  of  CAH-eontaminated  groundwater  into  the  system 
or  the  desorption  of  CAH  from  soils  in  the  active  test  plot.  However,  nitrate  concentrations  also 
increased,  suggesting  that  the  ehange  in  CAH  concentrations  were  due  at  least  in  part  to  the  influx 
of  groundwater  from  outside  the  treatment  area. 

Sparging  in  Phase  1  was  conducted  at  10  scfim  with  2  to  4%  propane  in  the  sparge  gas.  Phase  2 
attempted  to  optimize  the  sparging  by  reducing  the  sparge  rate  and  the  propane  concentrations  in 
the  inj  ected  air.  It  was  thought  that  redueed  propane  concentrations  would  (a)  exert  less  of  a  demand 
on  nitrate  levels,  (b)  allow  propane  concentrations  to  be  depleted  to  lower  levels  between  sparge 
events  to  permit  more  efficient  CAH  cometabolism  (propane  and  CAHs  eompete  for 
monooxygenase  activity  and  the  presence  of  propane  could  have  inhibited  CAH  cometabolism),  and 
(c)  to  maintain  higher  residual  dissolved  oxygen  levels  between  sparge  events  to  promote  more 
effieient  CAH  cometabolism.  The  system  was  sparged  with  5  scfim  of  air  with  1%  propane  for  4 
hours  once  a  week  from  June  19,  2000  to  July  25,  2000.  Because  propane  in  the  groundwater 
seemed  to  be  disappearing  quiekly  during  this  period,  the  groundwater  appeared  to  have  excess 
capaeity  to  degrade  propane.  Hence,  the  propane  injeetion  concentration  was  increased  to  2%;  from 
July  25  to  September  5, 2000,  the  system  was  sparged  with  5  sefim  of  air  containing  2%  propane  for 
4  hours  onee  a  week.  At  this  point,  the  system  seemed  to  be  optimized  and  steady  state  propane  and 
CAH  degradation  was  aehieved. 

A  summary  of  average  CAH  concentrations  at  the  end  of  the  propane-  and  methane-stimulation 
periods  for  Phase  2  is  shown  in  Table  6.  Only  the  shallow  monitoring  points  in  the  eontrol  test  plot 
are  shown,  because  the  deeper  monitoring  points  did  not  show  significant  SE6  levels  during  the 
tracer  testing,  indieating  that  they  were  ineffectively  sparged.  Eurthermore,  only  effeetively  sparged 
wells  in  the  active  zone  are  shown,  eliminating  both  those  that  did  not  show  significant  SE6  levels 
during  the  tracer  test,  and  the  1 1 3-ft  elevation  wells,  whieh  were  no  longer  submerged  during  Phase 
2  due  to  a  significant  drop  in  the  groundwater  table  between  Phases  1  and  2. 
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Table  6,  Groundwater  CAH  Concentrations  at  the  End  of  Propane  Injection  and  End  of 
Methane  Injection  for  Monitoring  Points  that  Show  Activity. 


GW  MW 

No.  of 
Samples 

Contaminant  Concentration 

TCE 

c-DCE 

1,1-DCE 

1,1-DCA 

CF 

Summary  for  active  monitoring  points  in  active  test  plot 

Al-113 

5 

4.6  ±2.8 

1.4±  1.1 

<0.27 

<  0.204 

<0.284 

A2-113 

5 

93  ±59 

12  ±7.5 

0.79  ±0.51 

1.4±2.1 

<0.284 

A3-113 

2 

206  ±218 

30  ±22 

1.1  ±  1.6 

4.9  ±6.9 

<0.284 

A4-113 

5 

474 ± 166 

53±  13 

4.1  ±  1.8 

10  ±2.3 

<0.284 

A5-113 

4 

22±  15 

3.8  ±2.6 

<0.27 

<  0.204 

<0.284 

Summary  of  last  14  d  of  2%  propane  injection  of 
active  monitoring  points  in  active  test  plot 

C2-117 

8 

1.9±  1.7 

<0.278 

<0.27 

<  0.204 

<0.284 

C3-117 

8 

8.5  ±2.5 

0.04  ± 

0.11 

0.69  ±0.97 

<  0.204 

<0.284 

C4-117 

8 

20  ±  6.0 

1.5  ±0.67 

3.7  ±4.8 

<  0.204 

<0.284 

Summary  of  last  14  d  of  2%  propane  injection  of 
active  monitoring  points  in  active  test  plot 

C2-117 

5 

6.2  ±4.0 

0.08  ± 

0.13 

0.09  ±0.14 

<  0.204 

<0.284 

C3-117 

5 

22  ±8.1 

0.13  ± 

0.15 

<0.27 

0.03  ±0.06 

<0.284 

C4-117 

5 

19±  13 

0.96  ±0.88 

0.21  ±0.20 

0.03  ±0.06 

<0.284 

“<”  means  below  reported  detection  limit. 
NA  =  not  analyzed 


In  the  active  test  plot,  trace  or  nondetectable  c-DCE  concentrations  were  measured,  and  TCE 
concentrations  were  very  low,  averaging  1.9,  8.5,  and  20  mg/E  in  the  three  most  active  monitoring 
points.  Only  non-detectable  or  trace  1,1 -DCE,  1,1-DCA,  and  CE  concentrations  were  measured. 
During  propane  feeding,  the  CAH  concentrations  in  the  active  zone  were  consistently  lower  than 
in  the  control  zone,  indicating  that  cometabolism  by  propane-degrading  bacteria  more  effectively 
reduced  CAH  concentrations  in  groundwater  than  stripping  alone  through  sparging. 

Except  for  1,1 -DCE,  CAH  concentrations  increased  during  the  period  of  methane  injection  into  the 
aquifer.  These  results  may  suggest  that  either  methane  was  a  less  effective  growth  substrate  for 
CAH  cometabolism,  or  more  likely  that  the  population  of  methanotrophs  was  not  as  high  as  the 
propane-degrading  population,  due  to  the  much  shorter  feed  period  for  methane. 

4.1,2  CAS  Results  in  the  Vadose  Zone 

During  Phase  1 ,  there  was  no  sign  of  propane  degradation  in  the  vadose  zone,  and  consequently  no 
sign  of  CAH  degradation,  as  reported  in  the  Einal  Report  (Battelle,  200 1 ).  Propane  degradation  and 
cometabolic  activities  were  monitored  during  Phase  2.  Vadose  zone  propane  and  CAH 
concentrations  in  two  soil-gas  monitoring  points  (SG-Cl-95  and  SG-C3-95)  are  shown  in  Eigures 
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9  and  10,  respectively.  Both  wells  showed  very  stable  propane  and  CAH  concentrations  over  the 
200-day  monitoring  period  during  propane  feeding.  The  slow  increase  in  CAH  concentrations  in 
SG-C3-95  may  have  been  due  to  the  migration  of  CAHs  into  the  vicinity  of  SG-C3-95  from  higher 
nearby  concentrations  in  the  vadose  zone,  or  from  stripping  from  the  saturated  zone.  Similar  results 
were  seen  in  the  control  test  plot,  where  CAH  concentrations  were  very  stable  and  showed  no  sign 
of  degradation. 


propane  ethylene  methane 


350  400  450  500  550  600 

Time  (days) 


Figure  9.  Active  Test  Plot  Soil  Gas  CAH,  Propane,  and 
Methane  in  SG-Cl-95. 


propane  ethylene  rrethane 
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Time  (days) 


Figure  10.  Active  Test  Plot  Soil  Gas  CAH,  Propane,  and  Methane 

in  SG-C3-95. 
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Methane  first  appeared  in  the  vadose  zone  soon  after  it  was  injeeted  with  the  sparge  gas.  Methane 
was  rapidly  degraded  at  both  monitoring  points,  followed  immediately  by  the  first  signs  of  propane 
degradation.  The  immediate  degradation  of  propane  to  nondeteetable  levels  following  methane 
injeetion  into  the  aquifer  (Figures  9  and  10)  was  surprising,  and  suggested  that  either  methane 
stimulated  the  direet  degradation  of  propane  or  that  propane  was  degraded  eometabolieally  by  the 
growth  of  methanotrophs  in  the  vadose  zone. 

TCE  eoneentrations  in  SG-Cl-95  remained  very  stable,  and  e-DCE  eoneentrations  showed 
deereasing  eoneentrations  between  Days  510  and  590,  after  methane  was  introdueed  into  the  aquifer. 
Mueh  more  signifieant  deereases  in  both  TCE  and  c-DCE  eoneentrations  were  observed  in 
SG-C3-95,  in  whieh  eoneentrations  were  below  deteetion  limits  for  both  eompounds  by  the  time  of 
the  last  sampling  event  on  Day  590.  SG-C3-95  was  the  only  soil-gas  monitoring  point  that  showed 
eomplete  CAH  removal  with  the  introduetion  of  methane  into  the  sparge  gas. 

The  faet  that  propane  and  CAHs  disappeared  in  SG-C3-95  strongly  suggests  that  the  CAHs  were 
degraded  eometabolieally  by  methanotrophs  (or  propane-degrading  bacteria  if  propane  was  not 
eometabolieally  degraded)  in  the  vicinity  of  this  soil-gas  monitoring  point.  Although  it  is  possible 
that  clean  soil  gas  migrated  into  the  area,  thereby  displacing  the  CAHs  in  the  vadose  zone  near 
SG-C3-95,  the  stable  concentrations  monitored  in  virtually  all  the  deep  soil-gas  monitoring  points 
for  more  than  500  days  suggests  that  the  CAHs  did  not  disappear  through  displacement  alone,  and 
that  biodegradation  likely  played  a  major  role  in  their  disappearance.  Eimited  time  did  not  permit 
confirmation  of  these  results,  nor  did  it  permit  the  continued  methane  addition  and  monitoring  to 
promote  CAH  cometabolism  near  the  other  soil-gas  monitoring  points.  Thus,  it  was  not  possible  to 
confirm  whether  CAH  cometabolism  would  have  ensued  after  repeated  methane  injections  and  the 
stimulation  and  growth  of  methanotrophs  throughout  the  vadose  zone,  or  whether  the  degradation 
of  CAHs  near  SG-C3-95  was  an  isolated  event. 

4.2  PERFORMANCE  CRITERIA 

Performance  criteria  were  met,  in  so  far  as  the  CAS  process  was  able  to  meet  MCEs  in  selected 
groundwater  monitoring  wells.  However,  as  long  as  an  incoming  flux  of  contaminated  groundwater 
persists  at  this  site,  the  CAS  process  will  have  to  be  maintained  in  order  to  maintain  low 
groundwater  CAH  concentrations.  Rebound  between  Phases  1  and  2  showed,  not  surprisingly,  that 
CAH  removal  was  not  permanent  in  the  presence  of  incoming  CAH  compounds. 

4.3  DATA  ASSESSMENT 

The  data  described  in  Section  4  provide  a  realistic  assessment  of  the  demonstration  objectives  at 
McAEB.  Figures  and  results  were  shown  for  CAS  performance  in  groundwater  and  the  vadose  zone 
and  demonstrated  that  CAS  is  effective  and  very  competitive  with  air  stripping  in  the  saturated  zone. 
The  data  indicated  that  CAS  was  ineffective  in  the  vadose  zone  within  the  time  frame  of  this  study, 
necessitating  a  careful  cost-benefit  analysis  for  implementation  at  this  site.  The  inability  to  stimulate 
cometabolism  in  the  vadose  zone  at  McAEB  is  not  indicative  of  results  at  other  sites;  therefore,  this 
would  have  to  be  examined  during  pilot  testing. 

The  difficulty  in  stimulating  propane  degradation  and  subsequent  CAS  cometabolism  in  the  vadose 
zone  was  not  anticipated  by  the  researchers  in  this  study.  For  this  reason,  early  microcosm  studies 
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focused  on  stimulating  propane  degradation  and  cometabolism  in  soil  and  groundwater  samples  from 
the  saturated  zone  but  neglected  to  study  their  properties  in  unsaturated  vadose  zone  samples.  In 
hindsight,  and  in  anticipation  of  implementing  this  teehnology  at  other  sites,  it  is  imperative  to 
confirm  the  presenee  of  cometabolie  activity  in  both  the  saturated  and  vadose  zones  using 
microcosms  before  implementing  the  teehnology  in  the  field. 

Researchers  atU.S.  EPANRMRL,  Cineinnati,  OH,  have  effeetively  demonstrated  the  cometabolie 
bioventing  process  using  propane  as  the  cometabolie  growth  substrate,  for  vadose  zone  soils  at 
Dover  AFB  (Sayles,  2000).  At  Dover  AFB,  propane  uptake  was  rapid,  and  TCE  concentrations 
were  relatively  low,  typically  about  1  ppmv  with  a  few  samples  up  to  20  ppmv. 

When  eonducting  a  similar  study  at  Hill  AFB,  the  same  researehers  were  unable  to  stimulate 
propane  degradation  and  cometabolie  CAH  degradation  in  the  vadose  zone,  despite  suecessful 
mierocosm  studies  that  demonstrated  propane  degradation  using  the  Hill  AFB  soils  (Sayles,  2000). 
One  significant  difference  between  Dover  AFB  and  Hill  AFB  eonditions  was  the  CAH  concentration 
at  each  base.  Coneentrations  at  Hill  AFB  were  around  1000  ppmv.  Using  Henry's  law,  1000  ppmv 
would  equate  to  approximately  300  mg/F  (solubility  is  approximately  1,100  mg/F).  Dr.  Sayles  and 
his  coworkers  speeulate  that  their  inability  to  stimulate  propane  degradation  at  Hill  AFB  is  attributed 
to  the  high  TCE  concentrations  in  the  vadose  zone,  resulting  in  high  aqueous  phase  concentrations 
in  the  vadose  zone  porewater  and  potentially  toxie  eonditions  for  propane-degrading  baeteria. 

TCE  coneentrations  in  the  vadose  zone  at  McAFB  were  approximately  400  to  800  mg/F,  and  c-DCE 
eoncentrations  were  approximately  300  to  600  p/F.  Using  dimensionless  Henry's  law  constants  of 
0.3  and  0.1  for  TCE  and  c-DCE,  respectively  (Verschueren,  1996),  the  vadose  zone  gas-phase 
eoncentrations  equate  to  approximately  1.3  to  2.7  p/F  TCE  and  3  to  6  p/F  c-DCE  in  the  aqueous 
phase  of  the  vadose  zone  (i.e.,  vadose  zone  moisture).  Although  these  coneentrations  are  much 
lower  than  those  observed  at  Hill  AFB,  they  are  higher  than  the  concentrations  at  Dover  AFB  where 
vadose  zone  oxidation  of  propane  and  CAH  eometabolism  was  suceessful. 

There  are  two  possible  explanations  of  why  propane  degradation  was  not  observed  in  the  vadose 
zone  at  MeAFB.  The  first  explanation  is  that  the  bacteria  were  not  present  in  the  vadose  zone.  The 
seeond  explanation  is  that  conditions  were  not  suitable  for  their  growth.  The  potential  for  CAH 
toxicity,  and  the  potential  that  nitrate  also  was  limiting  (nitrate  was  consistently  observed  as  a 
limiting  factor  in  groundwater),  suggests  that  conditions  may  not  have  been  suitable  for  the  propane 
degraders  in  the  vadose  zone  at  this  site. 

The  observation  that  CAHs  were  degraded  in  the  vadose  zone  following  methane  addition  to  the 
sparge  gas  suggests  that  methanotrophs  were  not  hindered  by  either  of  these  factors.  These  results 
suggest  that  cometabolie  CAH  degradation  in  the  saturated  and  vadose  zones  eould  be  aehieved  at 
MeAFB,  although  multiple  growth  substrates  may  be  required  for  different  treatment  zones.  There 
may  be  no  single  eompound  that  is  best  suited  for  any  given  site.  Rather,  the  use  of  a  suite  of 
compounds  may  be  neeessary  and  eould  optimize  the  potential  for  CAH  remediation. 
Methanotrophs  also  are  unique  because  they  ean  fix  nitrogen  more  readily  than  propane  degrading 
bacteria.  This  gives  them  a  unique  advantage  in  the  vadose  zone  where  nitrogen  gas  is  readily 
available  but  where  other  nitrogen  sources  may  be  limited  due  to  the  low  water  eontent  in  the  soils. 
Such  nitrogen  limitations  may  have  limited  propane  degradation  in  the  McAFB  vadose  zone.  Thus, 
a  eometabolic  strategy  may  be  one  that  ineludes  a  combination  of  propane  sparging  and  methane 
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sparging,  either  simultaneously  or  in  sequenee.  Experience  at  McAFB  suggests  that  low  gaseous 
concentrations  are  effective  (e.g.,  less  than  2  to  4%). 

4.3.1  Regulatory  Standards  Attained  for  Cleanup 

Regulatory  standards  (i.e.,  MCLs)  were  attained  for  CAHs  at  various  sparged  wells.  The  continuous 
influx  of  contaminated  groundwater  continuously  stressed  the  system.  Despite  this,  groundwater 
contaminant  concentrations  were  consistently  maintained  at  low  levels.  However,  there  were  some 
wells  where  final  concentrations  did  not  achieve  MCLs.  Thus,  although  MCLs  could  be  achieved, 
the  influx  rate  of  contaminated  groundwater  appeared  to  exceed  the  rate  of  CAH  degradation  to 
MCLs  at  the  wells  that  did  not  achieve  MCLs.  This  could  easily  be  overcome  at  full  scale  by 
installing  more  wells,  and  by  creating  a  barrier  to  control  the  downgradient  flux  of  contaminated 
groundwater.  Thus,  this  technology  should  be  effective  at  attaining  groundwater  cleanup  standards. 

4.3.2  Personnel/Training  Requirements 

This  demonstration  showed  that  specialized  personnel  training  requirements  were  not  required  for 
on-site  operation  of  the  CAS  system.  The  Battelle  and  Oregon  State  University  (OSU)  on-site 
operators  received  no  specialized  training  to  operate  and  monitor  the  CAS  system,  besides  the 
startup  training  provided  by  experienced  Battelle  operators.  However,  the  principal  investigators 
at  Battelle  (Dr.  Andrea  Leeson  and  Dr.  V ictor  Magar)  and  OSU  (Dr.  Lew  Semprini,  Dr.  Mark  Dolan, 
and  Dr.  Mohammad  Azizian)  did  provide  in-depth  knowledge  of  the  microbiology  of 
propane-degrading  bacteria,  methanotrophs,  and  the  cometabolic  process.  The  effective  application 
of  this  technology  does  require  microbiological  knowledge,  specifically  of  CAH  cometabolism.  The 
combined  field  experience  of  the  principal  investigators  also  led  to  more  effective  testing  of  this 
technology. 

4.3.3  Health  and  Safety  Requirements 

CAS  introduces  significant  safety  requirements  due  to  the  introduction  of  a  potentially  explosive  gas 
mixture  to  the  subsurface.  Precautions  must  be  taken  to  prevent  a  potentially  explosive  incident 
from  occurring  and  from  preventing  the  migration  of  this  explosive  gas  mixture  to  the  surface, 
especially  in  the  presence  of  buildings,  underground  utilities,  and  other  enclosed  spaces. 

Other  than  the  use  of  a  flammable  gas,  health  and  safety  requirements  for  the  CAS  technology  are 
comparable  to  conventional  air  sparging,  which  are  minimal,  unless  subsurface  structures  or 
buildings  are  within  the  zone  of  influence  of  the  air  sparging  system.  In  these  situations,  care  must 
be  taken  that  vapors  are  not  pushed  into  these  structures,  potentially  causing  explosive  or  toxic 
environments. 

4.3.4  Ease  of  Operation 

The  CAS  technology  is  easily  operated  and  requires  minimal  operating  experience.  Oversight  by 
an  engineer  with  knowledge  of  the  cometabolic  microbial  process  and  air  sparging  technology  is 
necessary. 
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4,3.5  Limitations 


Technology  limitations  are  discussed  in  Section  1.4. 

4,4  TECHNOLOGY  COMPARISON 

The  CAS  technology  may  be  compared  to  conventional  P&T,  which  is  known  to  require  decades 
to  remediate  aquifers  contaminated  with  CAHs,  or  it  may  be  compared  with  conventional  air 
sparging  combined  with  SVE  and  off-gas  treatment.  Cost  savings  using  CAS  would  be  realized 
because  CAS  would  remove  the  requirement  for  aboveground  water  or  off-gas  treatment,  thereby 
potentially  reducing  long-term  operation  and  maintenance  costs.  All  three  technologies  (P&T,  air 
sparging,  and  CAS)  are  expected  to  be  able  to  achieve  MCLs  in  groundwater.  CAS  and  air  sparging 
would  be  very  competitive  in  their  ability  to  achieve  groundwater  MCLs,  because  both  would  rely 
on  stripping  contaminants  from  groundwater,  in  part  or  in  whole.  CAS  would  have  an  advantage 
over  conventional  air  sparging  because  it  could  rely  on  both  the  stripping  mechanism  in  addition  to 
in  situ  CAH  biodegradation. 

A  comparison  of  CAS  and  SVE  for  vadose  zone  remediation  could  not  be  made  at  the  McAEB  site, 
because  propane  could  not  be  degraded  in  the  vadose  zone.  However,  assuming  both  technologies 
are  comparably  effective,  a  cost  comparison  between  these  technologies  is  made  in  Section  4.0. 


38 


5.0  COST  ASSESSMENT 


This  section  discusses  the  cost  considerations  involved  in  the  application  of  cometabolic  air 
sparging.  Discussed  in  the  following  sections  are  cost  reporting  for  the  demonstration  and  for  a 
full-scale  implementation  of  the  demonstration,  a  cost  analysis,  and  a  cost  comparison. 

5.1  COST  REPORTING 

Implementation  costs  for  the  CAS  effort  at  McAFB  are  shown  in  Table  7.  Costs  include  fixed  and 
variable  costs,  and  estimated  funding  by  McAFB.  McClellan  AFB  in-kind  funding  paid  for  the 
drilling  of  all  monitoring  and  operating  wells,  fencing  for  security,  water  and  power,  and  waste 
disposal.  Various  major  costs  included  on-site  labor  for  the  continuous  operation  and  maintenance 
(O&M)  and  sampling  of  the  system,  and  for  the  significant  analytical  load  of  the  demonstration. 
Much  lower  costs  would  be  expected,  under  full-scale  implementation  as  shown  in  Table  8,  which 
shows  the  estimated  full-scale  demonstration  costs  for  a  full-scale  demonstration,  for  a  30-ftby  20-ft 
by  a  130-ft  deep  site,  with  20  feet  of  groundwater  contamination  between  100  and  120  ft  bgs. 

5.2  COST  ANALYSIS 

The  major  cost  drivers  for  CAS  are  drilling  and  installation,  O&M,  and  monitoring.  A  cost 
sensitivity  analysis  was  conducted  by  adjusting  the  following  cost  variables: 

•  The  sparge  radius  of  influence  could  be  increased  if  justified  based  on  the  results  of  tracer 
testing  studies.  The  sparge  radius  of  influence  was  adjusted  from  15  to  25  ft,  resulting  in  a 
reduction  of  sparge  wells  from  5  wells  to  3  wells  for  the  assumed  treatment  area; 

•  The  vadose  zone  depth  was  reduced  from  100  ft  to  20  ft.  This  reduced  the  depth  of  the 
sparge  and  monitoring  wells; 

•  The  test  duration  was  adjusted  from  an  assumed  2-year  duration  to  1  and  5  years, 
respectively. 

Results  of  the  cost  sensitivity  analysis  are  shown  in  Table  9.  The  table  shows  impacted  costs  and 
a  revised  cost  per  unit  volume  ($/yd^)  for  each  variable  condition.  Results  of  the  cost  comparison 
indicate  that  treatment  duration  and  vadose  zone  depth  have  the  greatest  impact  on  unit  treatment 
costs,  while  the  reduction  in  the  number  of  sparge  wells  is  much  smaller.  The  lowest  cost  was 
$141/yd^  for  a  1-year  CAS  effort  and  the  highest  cost  was  $201/yd3  for  the  5-year  treatment  effort. 
Thus,  accurate  prediction  of  the  time  for  remediation  is  important  for  an  accurate  estimate  of  the 
project  costs. 
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Table  7,  McClellan  AFB,  California  Demonstration  Costs, 


Cost  Category 

Sub  Category 

Costs  ($) 

FIXED  COSTS 

1.  CAPITAL  COSTS 

Mobilization/demobilization 

$16,000 

Planning/Preparation 

$24,000 

Site  investigation  and  testing 

Nutrient  Addition  Testing 

$16,500 

Microcosm  Study  -  field  work 

$16,000 

Other 

$8,000 

Equipment  Cost 

Total  hydrocarbon  analyzer 

$16,000 

Oil-less  air  compressor 

$12,500 

Start-up  and  Testing 

$10,000 

Other 

Non  process  equipment 

Installation 

Engineering 

Management  Support 

Sub-Total  $204,600 

VARIABLE  COSTS 

2.  OPERATION  AND 

Labor 

MAINTENANCE 

Field  personnel  -  on-site 

$90,999 

Battelle  personnel  -  on-site 

Travel 

OSU  on-site  lodging 

$16,000 

Materials  and  Consumables 

$16,000 

Utilities  and  Fuel 

$300 

Equipment  Rentals 

2  Conex  boxes 

$3,500 

Analytical  tank  rentals 

$4,000 

Other  rentals 

$3,400 

Performance  Testing/ Analysis 

Outside  lab  analysis 

$4,300 

Battelle  lab  &  data  analyses 

$15,000 

Field  GC  work 

$19,000 

Other 

$2,300 

Other  direct  costs 

$400 

Oregon  State  University*®* 

$264,000 

*McClellan  AFB  in-kind  funding  (drilling  fencing,  power/water,  waste  disposal) 

$200,000 

Sub-Total  $687,200 

TOTAL  COSTS 

TOTAL  TECHNOLOGY  COST:  $89 1 ,800 

Quantity  Treated:  523  yd^ 

Unit  Cost  I$I:  $L705/vd^ 

Oregon  State  University  conducted  microcosm  studies,  assisted  with  field  studies,  and  analyzed  aqueous  samples  during 
Phase  2. 
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Table  8,  Estimated  Full-Scale  Implementation  Costs  for  Conducting  Cometabolic  Air 

Sparging  at  McClellan  AFB,  California  *‘‘**'’\ 


Cost  Category 

Sub  Category 

Costs  ($) 

FIXED  COSTS 

CAPITAL  COSTS 

Mob  ilization/ demob  il  ization 

$50,000 

Planning/Preparation 

$40,000 

Site  investigation  and  testing 

Microcosm 

Pilot  Testing 

$50,000 

$36,500 

Equipment  Cost 

Oil-less  air  compressor 

Total  hydrocarbon  analyzer 

$20,000 

$26,000 

Start-up  and  Testing 

$17,000 

Other 

Propane  Tank 

Installation 

Engineering 

Management  Support 

$5,000 

$49,500 

$20,000 

$15,000 

Sub-Total  $319,000 

VARIABLE  COSTS 

OPERATION  AND  MAINTENANCE 

Labor 

$17,200 

Materials  and  Consumables 

$18,000 

Utilities  and  Fuel 

$6,000 

Equipment  Rentals 

1  Conex  box 

Water  Quality  Meter 

$2,200 

$2,000 

Performance  Testing/ Analysis 

Lab  analysis 

Testing  after  completion  for  one 
year  on  quarterly  basis 

$92,200 

$9,400 

Sub-Total  $147,000 

TOTAL  COSTS 

TOTAL  TECHNOLOGY  COST:  $465,500 

Quantity  Treated:  2,888  yd^ 

Unit  Cost  I$I:  $161/vd^ 

Estimates  based  on  pilot  testing  of  1  sparge  well  and  three  2"  PVC  monitoring  wells  120  ft  deep  with  1  ft.  screened  depth. 
Based  on  an  area  130  ft  by  30  ft  by  20  ft  with  5  sparge  wells  and  10  monitoring  wells  operated  for  a  period  of  2  years. 
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Table  9,  CAS  Sensitivity  Analysis. 


Number  of  Sparge  Wells  Decreases  with  Increased  Sparge  Radius  of  Influence 

15-ft  radius  of  influence 

25-ft  radius  of  influence 

Cost  Impact 

Sparge  wells 

$14,880 

$8,930 

($5,950) 

Flash  arrestors 

$2,500 

$1,500 

($1,000) 

Materials  and  consumables 

$16,000 

$12,000 

($4,000) 

Adjusted  unit  cost  per  cubic  yard 

Installation  Cost  Decrease  with  Decreased  Vadose  Zone  Thickness 

100-ft  vadose  zone 

20-ft  vadose  zone 

Cost  Impact 

Monitoring  wells 

$29,760 

$9,920 

($19,840) 

Sparge  wells 

$14,880 

$4,960 

($9,920) 

Labor 

$11,500 

$4,310 

($7,190) 

PID  rental 

$900 

$340 

($560) 

Adjusted  unit  cost  per  cubic  yard 

Monitoring  Costs  with  Decreased  Treatment  Duration 

2  Years 

1  Year 

Cost  Impact 

Analytical  testing 

$92,160 

$46,080 

($46,080) 

Labor 

$17,115 

$8,560 

($8,555) 

Electrical 

$5,760 

$2,880 

($2,880 

Adjusted  unit  cost  per  cubic  yard 

Monitoring  Costs  with  Increased  Treatment  Duration 

2  Years 

5  Years 

Cost  Impact 

Analytical  testing 

$92,160 

$168,960 

$76,800 

Equipment  maintenance 

$0 

$3,600 

$3,600 

Labor 

$17,115 

$42,800 

$25,685 

Electrical 

$5,760 

$14,400 

$8,650 

Adiusted  unit  cost  uer  cubic  vard 

$201 
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5.3  COST  COMPARISON 


Tables  10  and  1 1  show  costs  for  a  similar  30-ft  by  20-ft  by  130-ft  by  deep  site  using  conventional 
air  sparging  with  GAC  to  capture  the  sparged  off-gas  and  using  P&T,  respectively. 

Estimated  CAS  ($  1 6 1/cy)  and  conventional  AS  ($  1 63/cy)  costs  were  very  competitive  at  the  selected 
scale  for  comparison,  whereas  P&T  costs  ($313/cy)  were  much  higher,  as  expected.  Although  the 
costs  of  CAS  and  conventional  air  sparging  were  similar  for  the  scale  selected  for  this  cost 
comparison,  the  relative  costs  of  CAS  would  likely  decrease  per  unit  treated  volume,  and  the  cost 
of  conventional  air  sparging  would  be  relatively  linear.  This  is  because  CAS  has  upfront  costs 
whose  relative  costs  would  decrease  in  proportion  to  the  total  project  cost  with  increased  scale. 
Such  upfront  costs  include  the  microcosm  studies  (estimated  at  approximately  $50,000),  pilot  testing 
(estimated  at  approximately  $36,000),  and  groundwater  and  vadose  zone  monitoring,  both  of  which 
could  decrease  significantly  once  the  efficacy  of  the  process  at  the  site  is  confirmed. 

A  geotechnical  evaluation  of  the  site  is  required  to  assess  the  efficacy  of  this  technology  compared 
to  others.  The  geotechnical  evaluation  was  not  included  in  the  cost  estimate,  because  it  was  assumed 
that  this  would  be  performed  during  the  remedial  investigation  phase  of  the  site,  and  because 
virtually  all  in  situ  technologies  would  require  a  geotechnical  analysis.  No  unique  requirements  for 
site  preparation  are  foreseen,  except  to  ensure  that  power  and  water  are  available  to  the  site.  Some 
concern  may  be  present  if  utilities  have  the  potential  to  act  as  conduits  for  gas  transport  off  site  or 
to  a  building.  Thus,  some  precautions  may  be  required  on  a  site  specific  basis  to  protect  against  such 
an  occurrence.  Similar  precautions  are  required  for  air  sparging,  to  ensure  that  contaminants  to  not 
enter  buildings. 

The  technology  is  not  sensitive  to  weather,  although  all  equipment  and  the  outdoor  propane  tank 
should  be  grounded  properly.  Fire  protection  is  very  important  for  the  CAS  process  because  of  the 
on  site  use  of  propane,  a  flammable  and  explosive  gas.  However,  propane  (and  to  some  extent 
methane)  is  well  integrated  into  the  U.S.  infrastructure.  Hence,  regulatory  guidelines  for  safe 
propane  use  should  be  followed,  in  addition  to  added  protection  against  propane  release  into  the 
atmosphere  through  off-gas  venting  or  line  leaks. 

Treatment  of  residuals  is  often  a  part  of  most  remediation  projects.  Residuals  include  drilling 
cuttings  and  water  from  groundwater  sampling.  Proper  handling  of  residuals  also  will  help  protect 
workers  against  contaminant  exposure,  but  also  impacts  costs  for  residuals  disposal. 

Permits  may  be  required  for  underground  propane  injection.  For  McAFB,  permits  were  not 
required. 
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Table  10.  Estimated  Full-Scale  Implementation  Costs  for  Conducting  Air  Sparging  at 

McClellan  AFB,  California^"^ 


Cost  Category 

Sub  Category 

Costs  ($) 

FIXED  COSTS 

CAPITAL  COSTS 

Mob  ilization/ demob  il  ization 

$50,000 

Planning/Preparation 

$40,000 

Investigation  and  testing 

$37,700 

Equipment  Cost 

GAC  Canister 

Oil-less  air  compressor 

$6,000 

$20,000 

Blower  (20  bp) 

$2,600 

Start-up  and  Testing 

$41,300 

Other 

Installation 

Engineering 

Management  Support 

$56,600 

$20,000 

$15,000 

Sub-Total  $289,100 

VARIABLE  COSTS 

OPERATION  AND  MAINTENANCE 

Labor 

$12,700 

Materials  and  Consumables 

$90,000 

Utilities  and  Fuel 

$6,000 

Equipment  Rentals 

Conex  box 

Water  Quality  Meter 

$2,200 

$2,000 

Performance  Testing/ Analysis 

During  sparging  -  water  for 

VOCs 

Air  sampling 

After  completion  VOCs 

$56,200 

$2,900 

$9,400 

Sub-Total  $181,000 

TOTAL  COSTS 

TOTAL  TECHNOLOGY  COST:  $470,100 

Quantity  Treated:  2,888  yd^ 

Unit  Cost  I$I:  $163/vd^ 

Based  on  an  area  130  ft  by  30  ft  by  20  ft  with  5  sparge  wells  and  10  monitoring  wells  operated  for  a  period  of  2  years. 
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Table  11.  Estimated  Full-Scale  Implementation  Costs  for  Pump  and  Treat  at  McClellan 

AFB,  California*®*, 


Cost  Category 

Sub  Category 

Costs  ($) 

FIXED  COSTS 

CAPITAL  COSTS 

Mob  ilization/ demob  il  ization 

$50,000 

Planning/Preparation 

$40,000 

Site  Work 

$20,000 

Equipment  Cost 

Pump 

GAC  Canister 

Holding  Tank 

$10,000 

$60,000 

$15,000 

Start-up  and  Testing 

$16,300 

Other 

Installation 

Engineering 

Management  Support 

$45,400 

$20,000 

$15,000 

Sub-Total  $291,700 

VARIABLE  COSTS 

OPERATION  AND  MAINTENANCE 

Labor 

$19,500 

Materials  and  Consumables 

GAC  replacement 

Other 

$540,000 

$15,000 

Utilities  and  Fuel 

$12,000 

Performance  Testing/ Analysis 

VOCs  during  pump  and  treat 
After  pump  and  treat  completed 

$30,500 

$7,000 

Sub-Total  $613,100 

TOTAL  COSTS 

TOTAL  TECHNOLOGY  COST:  $904,800 

Quantity  Treated:  2,888  yd^ 

Based  on  an  area  130  ft  by  30  ft  by  20  ft  with  10  monitoring  wells  and  one  extraction  well  operated  for  a  period  of  10  years. 
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6.0  IMPLEMENTATION  ISSUES 

6.1  COST  OBSERVATIONS 

Key  factors  that  affected  project  costs  were  depth  to  groundwater,  the  size  of  the  plume,  and 
operating  and  monitoring  requirements.  These  factors  would  affect  virtually  any  technology, 
specifically  any  sparging-related  technology. 

Depth  to  groundwater  required  drilling  to  over  1 10  ft  bgs.  For  full-scale  treatment,  even  deeper 
drilling  would  be  required  to  extend  the  technology  beneath  the  area  of  groundwater  contamination. 
Depth  to  groundwater  cannot  easily  be  avoided  and  there  are  no  factors  that  could  be  enhanced  to 
eliminate  this  treatment  obstacle.  For  this  study,  drilling  cost  approximately  $  1 00,000  to  drill  sparge 
and  monitoring  points  for  the  control  and  active  test  plots  combined. 

At  McAFB,  the  size  of  the  plume  would  significantly  impact  a  sparging-related  technology.  With 
a  radius  of  influence  of  approximately  15  ft,  sparging  requires  frequent  well  placement  to  gain 
coverage  within  the  plume.  As  the  Cost  and  Performance  report  attests,  at  the  OU  A  plume  the  1 5-ft 
spacing  resulted  in  several  hundred  sparge  wells.  The  environmental  engineering  field  increasingly 
finds  that  technologies  benefit  from  relatively  close  well  spacing,  for  optimal  performance;  close 
well  spacing  can  improve  such  technologies  as  sparging,  nutrient  and  electron  donor  injection, 
bioaugmentation,  chemical  injection,  and  bioslurping,  for  examples.  The  benefit  of  closer  well 
spacing  must  be  balanced  against  the  increased  cost  for  additional  wells  and  operation  and 
maintenance  requirements  incurred  by  reducing  the  spacing  between  wells.  The  15-ft  well  spacing 
used  for  this  study  is  a  default  design  spacing  recommended  by  the  Air  Sparging  Design  Paradigm 
(Leeson  et  ah,  2001). 

System  operation  and  maintenance  significantly  impacted  costs  for  this  demonstration.  However, 
enhanced  maintenance  and  monitoring  of  groundwater  and  soil  gas  points  were  required  due  to  the 
experimental  nature  of  this  demonstration.  For  a  full-scale  sparging  or  CAS  site,  efforts  would  be 
made  to  minimize  the  number  of  monitoring  points,  monitoring  frequency,  and  to  automate  a  sparge 
system  to  minimize  the  O&M  time  required  in  the  field.  The  addition  of  propane  adds  a  level  of 
complexity,  due  to  safety  concerns,  that  makes  reduction  of  O&M  for  CAS  more  difficult  than 
conventional  air  sparging. 

At  most  sites,  a  pilot  demonstration  of  this  technology  would  be  necessary,  before  it  is  implemented 
at  full  scale.  This  study  determined  that  prolonged  exposure  to  propane  for  more  than  500  days  did 
not  stimulate  propane  degraders  in  the  vadose  zone.  Thus,  it  is  likely  that  such  pilot  studies  could 
be  operated  for  a  much  shorter  time  period  than  used  for  this  demonstration.  This  would 
significantly  reduce  demonstration  costs.  Furthermore,  pilot  studies  should  be  conducted  only  if 
propane  degradation  and  CAH  cometabolism  can  be  demonstrated  for  the  saturated  and  vadose 
zones  in  laboratory  microcosm  studies  before  the  field  demonstrations. 

For  sites  where  sparging  is  already  being  applied,  the  addition  of  a  propane  injection  system  would 
be  a  much  smaller  incremental  cost  than  for  sites  where  no  sparging  is  intended  and  all  equipment 
would  have  to  be  purchased  or  leased  for  the  CAS  demonstration  alone. 


47 


6.2  PERFORMANCE  OBSERVATIONS 


CAS  performance  in  the  saturated  zone  met  expectations  and  showed  effective  control  of 
groundwater  CAH  concentrations.  CAS  was  competitive  with  sparging  only,  and  appeared  to 
maintain  lower  concentrations  than  sparging  alone,  near  or  below  groundwater  MCLs.  (It  should 
be  noted  that  the  CAS  sparging  was  conducted  to  minimize  stripping  into  the  vadose  zone,  and  that 
sparging  was  not  optimized  to  strip  CAHs  from  the  saturated  zone.)  Rapid  propane  degradation  and 
subsequent  CAH  cometabolism  were  seen  after  a  40-day  lag  period,  which  matched  laboratory 
microcosm  results.  These  results  indicate  that  the  laboratory  microcosms  were  good  indicators  of 
propane  degradation,  CAH  cometabolism,  and  lag  periods  in  the  field. 

Performance  in  the  vadose  zone  did  not  meet  expectations.  After  more  than  500  days  of  exposure 
to  propane  in  soil  gas  (approximately  1  to  4%),  there  was  no  evidence  of  propane  degradation  in  the 
vadose  zone  and  no  evidence  of  CAH  cometabolism.  Attempts  were  made  to  stimulate 
methanotrophic  CAH  cometabolism  by  injecting  methane  into  the  vadose  zone.  These  attempts 
were  successful  after  a  lag  period. 

The  inability  of  the  CAS  process  to  stimulate  cometabolic  degradation  CAHs  in  the  vadose  zone  will 
decrease  the  cost  competitiveness  of  the  technology.  The  CAS  process  will  still  result  in  lower 
O&M  costs  due  to  more  rapid  CAH  degradation,  but  a  careful  cost  analysis  must  be  conducted. 
Other  sites  may  achieve  cometabolic  degradation  in  the  vadose  zone,  because  it  is  unknown  why  this 
did  not  occur  at  McAFB.  It  is  probable  and  even  likely  that  propane  (or  other  growth  substrate, 
depending  on  its  selection)  would  degrade  in  the  vadose  zone  and  that  this  technology  would  be 
applicable  to  other  sites. 

6.3  SCALE-UP 

Scale  up  of  CAS  would  be  very  similar  to  any  sparging  technology.  Cost  reductions  would  be 
realized  by  sharing  equipment  among  sparge  wells  (i.e.,  compressors  and  propane  injection), 
minimizing  monitoring  points  and  monitoring  requirements,  and  minimizing  the  number  of  sparge 
points.  Sparge  points  could  be  minimized  by  creating  sparge  curtains  or  barriers  or  by  focusing  only 
on  hot  spots,  rather  than  trying  to  treat  an  entire  aqueous  plume.  However,  these  savings  would  have 
to  be  balanced  against  other  factors  such  as  prolonged  treatment  and  O&M  requirements. 

Any  full-scale  implementation  of  CAS  would  require  first  the  demonstration  of  CAS  in  saturated 
and  unsaturated  soils  using  laboratory  microcosms.  This  would  be  followed  by  the  demonstration 
of  CAS  in  the  field  using  a  simple,  scaled  down  version  of  this  demonstration.  Cost  reductions  for 
the  field  demonstration  would  be  seen  by  (1)  eliminating  the  control  test  plot;  (2)  reducing  the 
number  of  groundwater  monitoring  wells  and  vertical  monitoring  points;  (3)  reducing  monitoring 
frequency;  and  (4)  reducing  the  duration  of  the  pilot  test. 

The  size  of  a  site  will  impact  virtually  any  treatment  technology.  In  the  case  with  CAS,  as  with 
conventional  air  sparging,  sparge  wells  have  a  limited  radius  of  influence  (generally  approximately 
15  ft  is  used  as  a  rule  of  thumb,  unless  otherwise  measured  in  the  field).  Increased  sparge  rates  or 
sparge  pressures  cannot  expand  this  limited  radius  of  influence.  Thus,  in  general,  the  number  of 
sparge  wells  is  directly  proportional  to  the  size  of  the  site.  CAS  costs  can  be  minimized  by 
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strategically  placing  sparge  wells  to  optimize  their  efficacy  for  either  hot-spot  removal  or  plume 
control. 

The  introduction  of  propane,  methane,  or  butane  gases  with  the  sparged  air  stream  introduces  health 
and  safety  concerns  and  the  need  for  additional  security/safety  measures.  Safety  considerations 
employed  for  this  demonstration  included  ( 1 )  following  all  codes  for  propane  use;  (2)  installing  flash 
arrestors  in  all  gas-transport  lines;  (3)  sending  the  growth  substrate  gas  and  air  to  the  saturated  zone 
in  separate  lines,  where  they  were  mixed  approximately  100  ft  bgs  in  a  10-ft  stainless  steel  sparge 
well;  (4)  pressure  testing  all  propane  (or  methane)  gas  lines  weekly  to  check  for  potential  leaks;  (5) 
using  only  hard  pipe  for  propane  lines;  and  (6)  fencing  the  site  to  exclude  unwelcome  visitors.  Other 
safety  criteria  may  be  required  on  a  site-specific  basis. 

6.4  LESSONS  LEARNED 

CAS  was  effective  for  treatment  of  groundwater  but  ineffective  in  the  vadose  zone,  resulting  in 
incomplete  contaminant  removal  from  the  site.  Based  on  work  by  others,  such  as  at  Dover  AFB 
(Sayles,  2000),  it  is  reasonable  to  conclude  that  CAS  could  effectively  treat  vadose  zone 
contaminants  at  different  sites.  However,  CAS  should  be  demonstrated  using  microcosms  of 
saturated  and  vadose  zone  soils  before  entering  into  the  field  effort. 

In  particular,  users  should  be  aware  of  the  following: 

•  It  is  critical  that  propane  degradation  and  CAH  cometabolism  be  demonstrated  in 
laboratory  microcosms  before  initiating  field  work. 

•  Laboratory  studies  should  be  conducted  using  CAH  concentrations  similar  to  those 
observed  in  the  field. 

•  Nutrient  requirements  should  be  assessed  in  the  laboratory.  Sites  where  nitrogen  or 
other  nutrient  limitations  persist  may  limit  the  efficacy  of  this  process. 

6.5  END-USER  ISSUES 

The  air  sparging  technology  has  been  widely  applied  for  many  years  at  DoD  installations  and  has 
already  gained  fairly  widespread  acceptance.  The  modification  of  the  air  sparging  process  to  include 
a  cometabolic  growth  substrate  such  as  propane  or  butane  remains  promising,  but  may  require  more 
investigation.  Additional  work  is  required  to  evaluate  conditions  under  which  cometabolism  can 
be  stimulated  in  the  vadose  zone.  Such  studies  can  be  conducted  at  a  significantly  reduced  cost, 
compared  to  this  study,  by  reducing  the  number  of  wells  and  monitoring  points,  eliminating  the  need 
for  a  control  site,  and  simplifying  the  overall  treatment  process. 

The  introduction  of  propane,  methane,  or  butane  gases  with  the  sparged  air  stream  introduces  health 
and  safety  concerns  and  the  need  for  additional  security/safety  measures,  as  discussed  in  Section  4.3 . 

6.6  APPROACH  TO  REGULATORY  COMPLIANCE  AND  ACCEPTANCE 

Air  sparging  is  now  well  accepted  by  regulators  and  is  routinely  employed  at  a  number  of  sites 
throughout  the  country.  Permitting  issues  are  often  involved  in  the  discussion  of  vapor  capture  and 
treatment.  While  air  sparging  systems  can  operate  efficiently  without  vapor  capture,  SVE  systems 
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are  often  routinely  installed  in  conjunction  with  air  sparging  systems.  SVE  systems  are  necessary 
if  subsurface  structures  or  buildings  exist  within  the  zone  of  influence  of  the  air  sparging  system, 
or  when  chlorinated  solvents  that  cannot  easily  be  degraded  in  the  vadose  zone  are  sparged. 

At  sites  where  chlorinated  solvents  are  present,  the  addition  of  cometabolic  growth  substrates  could 
hypothetically  stimulate  biological  processes  in  the  saturated  zone,  thereby  eliminating  the  need  to 
capture  and  treat  volatilized  contaminants  using  an  SVE  process.  The  success  of  this  process  for 
both  the  saturated  and  vadose  zones  has  yet  to  be  fully  demonstrated.  The  goal  of  this  research 
effort  was  to  demonstrate  propane  degradation  and  CAH  cometabolism  in  both  the  saturated  and 
vadose  zones.  Success  was  seen  only  in  the  saturated  zone  during  the  time  allotted  for  this  study. 
Potential  success  in  the  vadose  zone  occurred  at  the  end  of  the  study,  when  CAH  compounds 
disappeared  in  the  presence  of  methane  degradation  in  the  vadose  zone;  however  these  results  could 
not  be  verified.  Additional  work  is  needed  to  demonstrate  the  efficacy  of  this  technology  for  both 
saturated  and  vadose  zones  before  regulatory  acceptance  can  be  expected.  Concentrations  in  the 
saturated  zone  dropped  below  or  approached  MCEs  for  TCE  and  c-DCE,  suggesting  that  this 
technology  should  prove  acceptable  to  regulators  once  the  additional  work  for  vadose  zone  treatment 
is  conducted. 
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McClellan  CAS  Demostration  Costs 


Cost  Category 

Sub  Total 

Costs 

1  FIXED  COSTS  -  CAPITAL  COSTS  1 

Mobilization/Demobilization 

$15,992 

Planning/Preparation 

$24,203 

Labor 

$24,063.86 

Materia  Is 

$139.15 

Site  investigation  and  testing 

$40,408 

nutrient  addition  testing 

$16,500 

microcosm  study-  field  work 

$16,000 

Drilling,  analytical  work 

$7,725.35 

Materia  Is 

$1  82.48 

Equipment  Cost 

Total  Hydrocarbon  Analyzer 

$16,000 

Oil-less  aircomoressor 

$12,500 

Start-uD  and  Testina 

$10,000 

Other 

Non-Process  Equipment 

$20,588 

Bladder  pumps  (28) 

$5,922.00 

Well  head  for  2"  wells  (28) 

$2,812.95 

Automatic  pump  control  unit  (2) 

$3,714.28 

Riser  for  propane 

$737.15 

Pressure  Recorder 

$474.82 

Propane 

$4,554.04 

ground  pumps 

$1,161.44 

Other 

$1,211.55 

Installation 

$29,909 

GO  installation  and  repair 

$6,885.54 

welder,  gauge,  hose 

$1,300.00 

Other 

$21,723.64 

Engineering 

$20,000 

Manaaement  Suooort 

$15,000 

Sub-total  = 

$204,600 
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1  VARIABLE  COSTS -OPERATION  AND  MAINTENANCE  I 

Labor 

Field  personnel  -  on-site 

$90,000 

Battelle  personnel  -  on-site 

$25,000 

T  ravel 

$24,000 

OSU  on-site  lodging 

$16,000 

iMaterials  and  Consummables 

$16,000 

Utilities  and  Fuel 

$300 

Equipment  Rentals 

Rental  of  2  con  ax  boxes 

$3,464.36 

Tank  rentals 

$4,000.00 

Other  rentals 

$3,400.00 

Rental  of  lowflow  pump  kit 

$190.25 

Rental  of  Aquastar  data  logger 

$263.99 

Pressure  transducer  rental 

$285.54 

Forklift  rental 

$182.31 

Redi-Flo2  rental  with  controller 

$468.00 

200  ft  water  level  meter  rental 

$247.75 

Bladder  pump  controller  rental 

$215.96 

Single  pump  kit  with  tube  holder 

$315.00 

Quality  meter  rental 

$473.54 

other 

$757.66 

IPerformance  Testing/ Analysis 

Outside  Laboratory 

$4,328.00 

Alpha  Analytical 

$722.00 

Chester  Labnet  5/24/00 

$2,475.00 

Air  Toxics  Ltd 

$1,131.00 

Battelle  lab  and  data  analyses 

$15,000 

Field  GC  work 

$19,001 

other 

$2,275 

data  analysis  software 

$743.43 

PID  lamp  model  108-1 0.0/1 0.6 

$608.16 

GS-Q  Capillary  columns  (2) 

$923.20 

Other  direct  costs 

$403 

Copying,  printing  &  film 

$263.16 

Zip  drive  and  disks 

$140.01 

Oregon  State  University 

$264,000 

McClellan  Fundina: 

$200,000 

Subtotal: 

$687,171 

1  Total  Costs  1 

1 

Total  Technology  Costs: 

$891,77l| 

1  Quanititv  Treated  (cubic  vard):  523l 

1 

Unit  Cost  per  cubic  vd: 

$1,705l 
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Cometabolic  Air  Sparging  for  2  years  on  a  130  X  30  X  20  plot 


Cost  Category 

Sub  Total 

Costs 

FIXED  COSTS  -  CAPITAL  COSTS 

Mobilization  and  demobilization: 

$50,000 

Planning  and  Preoaration: 

work  clan  and  HASP 

$40,000 

Site  Investigation; 

Microcosm 

$50,000 

Pilot  testing 

$36,499 

6-pk  propane 

$1,300 

3  monitoring  wells,  120  ft  deep  @  $24. 80/ft.*®* 

$8,928 

3  dedicated  well  heads 

$285 

3  bladder  pumps 

$635 

3  Soil  gas  tubing 

$101 

1  sparge  well,  120  ft  deep  @  24.80/ft.*®* 

$2,976 

1  flash  arrestor 

$500 

1  Automatic  pump  controller 

$1,700 

1  DO  meter 

$515 

labor 

$19,560 

Equipment  Cost: 

1  Oil-free  30  hp  100  psi  air  compressor 

$20,000 

Hvdrocarbon  Analvzer 

$16,000 

Start-up  and  Testing: 

$17,000 

Analytical  testing:  Vocs  and  Inorganics 

$15,360 

Trainina:  40-hr  Hazwoper 

$1,640 

Other: 

Propane  Tank 

$5,004 

propane 

$4,554 

delivery  charge  and  tank  rental 

$450 

Installation 

$49,517 

4  sparge  wells,  1 20  ft  deep  @  24.80/ft.*®* 

$11,904 

4  flash  arrestors 

$2,000 

7  monitoring  wells,  120  ft  deep  @  $24. 80/ft.*®* 

$20,832 

7  dedicated  well  heads 

$665 

7  bladder  pumps 

$1,481 

7  soil  gas  tubing 

$235 

1  Geologist/Engineer  (full-time  for  4  weeks)*®’*’* 

$4,980 

2  Technicians  (full-time  for  4  weeks)*®’®* 

$6,520 

1  PIDs  (weekly  rental  for  4  weeks)*®* 

$900 

Engineering 

$20,000 

Management  Support 

$15,000 

Su  b-total : 

$319,020 
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VARIABLE  COSTS  -  OPERATION  AND  MAINTENANCE 

1  Labor 

technidan  Shrs/week  for  two  years 

$17,115 

llViscellaneous  Material  and  Consummables*’'’ 

$18,000 

Utilities  and  Fuel 

ele  Ctrl  cal*"''’ 

$5,760 

Equipment  Rentals 

horiba  for  water  quality  parameters 

$2,000 

$4,200 

Conex  Box 

$2,200 

Performance  Testing! Analysis 

Analytical  -  VOCs  and  Inorganics  for  once  a 
week  for  first  two  rronths,  then  once  a  months 
for  rest  of  two  years 

$92,160 

$101,520 

Analytical  after  sparging  completed  for  1  year 
with  quarterly  samples  for  VOCs  only 

$9,360 

Sub-total: 

$146,595 

1  Total  Costs  1 

Quanitity  Treated  (cubic  yard): 

Unit  Cost  oer  cubic  vd: 

(a)  "Environmental  Remediation  Cost  Data-  Unit  Price,"  Fifth  Edition.  RS  Means.  (1999) 

(b)  $3131 /hour 

(c)  $20.38/hour 

(d)  indudes  piumbing,  hardware,  tubing,  sampling  containersand  other  consumable  items.  Estimate  is  based  on 
cost  of  consummables  during  the  piiot  fieid  study  at  McAFB. 

(e)  $240/month  for  rrisceiianeous  eiectricai  site  usage 
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Air  Sparging  for  2  years  on  a  130  X  30  X  20  plot 


Icost  Cateaorv 

Sub  Total 

Costs  1 

FIXED  COSTS  -  CAPITAL  COSTS 

Mob/demob: 

$50,000 

Dlannina/Dreo: 

work  plan  and  HASP 

$40,000 

Site  investigation  and  testing: 

Pilot  testing 

$37,675 

3  monitoring  weiis,  120  ft  deep  @  $24. 80/ft.**'’ 

$8,928 

3  dedicated  weii  heads 

$285 

3  biadder  pumps 

$635 

3  Soii  gas  tubing 

$101 

1  sparge  weii,  120  ft  deep  @  24.80/ft.**'’ 

$2,976 

1  SVE  weii 

$2,976 

1  Automatic  pump  controiier 

$1,700 

1  DO  meter 

$515 

iabor 

$19,560 

Equipment 

GAC  canisters 

$6,000 

Oii-free  30  hp  1 00  psi  air  compressor 

$20,000 

Biower  (20  hp) 

$2,600 

Start-up  and  Testing 

$41,281 

pump  test 

$15,000 

heiium  test 

$25,000 

Training:  40-hr  Hazwoper 

$1,281 

Other 

Installation 

$56,568 

4  sparge  wells,  120  ft  deep  @  24.80/ft.**'’ 

$11,904 

2  SVE  well 

$5,952 

7  monitoring  wells,  120  ft  deep  @  $24.80/ft.**'’ 

$20,832 

7  dedicated  well  heads 

$665 

7  bladder  pumps 

$1,481 

7  soil  gas  tubing 

$235 

1  Geologist/Engineer  (full-time  for  5  weeks)**'*’’ 

$6,225 

2  Technicians  (full-time  for  5  weeks)**'*’’ 

$8,150 

1  PIDs  (weekly  rental  for  5  weeks)**'’ 

$1,125 

Engineering 

$20,000 

Manaaement  Suooort 

$15,000 

Total  Cost: 

$289,125 
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VARIABLE  COSTS  -  OPERATION  AND  MAINTENANCE 


Labor: 

technician  6hrs/week  for  two  years 

$12,714 

iMiscellaneous  Material  and  Consummables 

$90,000 

Replacement  GAC*''* 

$72,000 

other*®* 

$18,000 

Utilities  and  Fuel 

electrical  *®’'* 

$5,760 

Equipment  Rentals 

horiba  for  water  quality  parameters 

$2,000 

$4,200 

Conex  Box 

Performance  Testing/ Analysis 

Analytical  -  VOCs  for  once  a  month  for  two 
years 

$56,160 

$68,340 

Air  Sampling  -  VOCs  every  other  month 

$2,820 

Analytical  after  sparging  completed  for  1  year 
with  quarterly  samples  for  VOCs  only 

$9,360 

Sub-total: 

$181,014 

1  Total  Costs  1 

Total  Technoloqv  Costs: 

$470,139 

Quanititv  Treated  (cubic  vardi: 

2.888 

Unit  Cost  oer  cubic  vard: 

(a)  "Environmental  Remediation  Cost  Data-  Unit  Price,”  Fifth  Edition.  RS  Means.  (1999) 

(b)  $31 .31 /hour 

(c)  $20.38/hour 

(d)  $6000  per  GAC  canister,  one  canister  required  for  two  months. 

(e)  Includes  plumbing,  hardware,  tubing,  sampling  containers  and  other  consumable  items.  Estimate  is  based  on 
cost  of  consummables  during  the  pilot  field  study  at  McAFB. 

(f)  $2 40/month  for  miscellaneous  electrical  site  usage 
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Pump  and  Treat  for  10  years  on  a  130  X  30  X  20  plot 


Cost  Category 

Sub  Total 

Costs 

FIXED  COSTS  -  CAPITAL  COSTS 

Mob/demob: 

$50,000 

Dlannina/oreo:  work  oian  and  HASP 

$40,000 

$20,000 

Equipment 

$85,000 

1  GAC  canister 

$60,000 

1  pump 

$10,000 

1  hoidinqtank 

$15,000 

Start-up  and  Testing 

$16,281 

pump  test 

$15,000 

Training:  40-hr  Hazwoper 

$1,281 

Other  Installation 

$45,436 

1  extraction  weii ,  1 20  ft  deep  @  24.80/ft. 

$2,976 

10  rronitoringwelis,  120ft deep@$24.80/ft.*'’’ 

$29,760 

10  dedicated  weii  heads 

$950 

10  bi adder  pumps 

$2,115 

10  soii  gas  tubing 

$335 

1  Geoiogists  (fuii-time for  3  weeks) 

$3,735 

2  Technidans  (fuii-time  for  3  weeks)*'’'*’ 

$4,890 

1  PiDs  (weekly  tentai  for  3  weeks)**’’ 

$675 

Engineering 

$20,000 

Management  SuoDort 

Sub  Total: 

$291.7171 

1  VARIABLE  COSTS  -  OPERATION  AND  MAINTENANCE  I 

Labor:  1  technidan  8hrs/month  for  ten  years*'’'*’ 

$19,500 

(@) 

Miscellaneous  Material  and  Consummabies 

$15,000 

GAC  replacement  $60.000/vr  for  9  years*”’ 

$540,000 

Utilities  and  Fuel  electrical**’ 

$1,176 

Performance  T  estingt  Analyst  s 

$37,440 

Analytical  -  VOCs  for  once  a  quarter  for  the 
first  year,  then  onoe  a  year  for  the  next  9 

years 

$30,420 

Analytical  after  sparging  completed  for  1  year 

with  quarteriy  samples  for  VOCs  only 

$7,020 

Sub  Total: 

$613,116 

I  Total  Costs  I 

$904,833 

Quanititv  Treated  (cubic  yard): 

2,888 

Unit  Cost  per  cubic  yard: 

$313 

(a)  $60000  per  GAC  canister,  one  canister  requited  for  water  treatment  per  tweive  months. 

(b)  "Environmentai  Remediation  Cost  Data-  Unit  Price,"  Rfth  Edition.  RS  Means.  (1999) 

(c)  $31.31/hour 

(d)  $20.38/hour 

(e)  inciudes  piumbing,  hardware,  tubing,  sampiing  containers  and  other  consumabie  items.  Estimate  is  based  on  cost 
of  consummabies  during  the  piiot  fieid  study  at  McAFB. 

(f)  $240/month  for  misceiianeous  eiectricai  site  usage 
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CometabolicAirSDarainaAnalvtical  Table  1 

Time 

Analysis 

Number  of  Samples 

Frequency 

Cost  per  sample 

Total  cost 

Baseline 

12  monitoring  wells 

once  a  week  for 

two  months 

$195 

$18,720 

once  a  week  for 

two  months 

$61 

$5,856 

In-Droaress 

VOCs  -aroundwater 

12  monitorino  wells 

once  a  month  for 

rest  of  two  years 

$195 

$51,480 

once  a  month  for 

rest  of  two  years 

$61 

$16,104 

After  (xirriDleteion 

VOCs  -aroundwater 

12  monitorino  wells 

once  per  quarter 
for  one  year 

$195 

$9,360 

Totals  $101,520  | 

Samples  will  be  taken  once  a  week  for  the  first  two  months  then  once  per  month  for  the  rest  of  the  two  year  period . 
After  completion  of  project,  samples  will  be  collected  once  a  quarter  for  one  year. 


Airs 

DarainaAnaIvtical  Table  1 

Time 

Analysis 

Number  of  Samples 

Frequency 

Cost  per  sample 

Total  cost 

In-oroaress 

VOCs  -aroundwater 

12  monitorino  wells 

once  a  month  for 

two  years 

$195 

$56,160 

VOCs  -  off  qas 

eyery  other  month 
for  two  years 

$235 

$2,820 

After  cxjmoleteion 

VOCs  -aroundwater 

12  monitorino  wells 

$195 

$9,360 

Total  =  $68,340  I 

Samples  will  be  taken  once  a  month  for  the  two  year  period  for  groundwater.  Off-gas  will  be  collected  every  other  month  for  the  two  years. 
After  completion  of  project,  samples  will  be  collected  once  a  quarter  for  one  year. 


Pumo  and  Treat  Anaivtical  Table  1 

Time 

Analysis 

Number  of  Samples 

Frequency 

Cost  per  sample 

Total  cost 

Baseline 

VOCs  -aroundwater 

9  monitoring  wells  &  3 
GAC  effluent  ports 

once  a  quarter  for 
first  year 

$195 

$9,360 

In- progress 

VOCs  -groundwater 

9  monitoring  wells  &  3 
GAC  etf  luent  ports 

once  a  year  for 
next  9  years 

$195 

$21,060 

After  completeion 

VOCs  -aroundwater 

9  monitorino  wells 

$195 

$7,020 

Total  =  $28,080  | 

Samples  will  be  taken  once  aquarter  for  frst  year,  then  once  ayear  for  the  next  9  years. 
After  completion  of  project,  samples  will  be  collected  once  a  quarter  for  one  year. 


A-8 


CAS  SENSITIVITY  ANALYSIS 


Number  of  sparge  wells  decreases  with  increased  radius  of  infiuence 


15  ft  radius  of  influence 

Spa  rg  e  wells _ 

Flash  Arrestors 


Number _ Cost 

5 _ $14,880 

5  $2,500 


Installation  costs  decrease  with  decreasing  vadose  zone  thickness 


100  ft  deep  vadose  zone 


Monitorinq  wells,  120  ft  dee 


Spa  roe  wells,  120  ft  dee 


Labor 


PID  rental 


aaoa 


24,80/ft, 


24,80/ft 


Number _ Cost 

_ 10. 

_ 5_ 

4  weeks _ $1  1 ,500 

4  weeks  $900 


29,760 

14,880 


Costs  increase  with  increasing  test  duration 

1  year 

Analytical  testing:  VOCs  and  Inorganics  once  a  week  for 

2  months  then  once  a  month  for  the  rest  of  one  year 

Equipment  maintenance _ 

Labor  (tech  nic Ian  8  hrs/week  for  1  year) _ 

Electrical 


Cost 

$46,080 

_ |0 

$8,558 

$2,880 


5  years 


Cost 


Analytical  testing:  VOCs  and  Inorganics  once  a  week  for 
2  months  then  once  a  month  for  the  rest  of  five  years 

Equipment  maintenance _ 

Labor  (tech  nic  Ian  8  hrs/week  for  5  years) _ 

Electrical 


$168,960 

$3,600 

$42,788 

$14,400 


ESTCP  Program  Office 

901  North  Stuart  Street 
Suite  303 

Arlington,  Virginia  22203 

(703)  696-2117  (Phone) 

(703)  696-21 14  (Fax) 

e-mail:  estcp@estcp.org 
www.estcp.org 


